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CHAPTER I 
PRINCIPLES OF GAS GENERATION 



Section I. INTRODUCTION 



I. Purpose and Scope 

a. This manual is a guide for personnel re- 
sponsible for the operation of all types of in- 
dustrial gas and liquid refrigerant generating, 
storage, and distribution equipment in use by 
the Army. This manual covers all such equip- 
ment, including that for generating oxygen and 
liquid oxygen, nitrogen and liquid nitrogen, car- 
bon dioxide, hydrogen, and acetylene. The basic 
theories of various processes, plant layout, pro- 
duction techniques, and handling of compressed 
gases are covered. Wherever possible, common 
techniques have been grouped. Detailed opera- 
tion and maintenance instructions are not in- 
cluded since they are covered in specific equip- 
ment manuals. Safety precautions and pro- 
tective measures, including fire fighting, for the 



different gases and liquids are described 
chapters where they apply. 

b. The material contained herein is aj 
ble to both nuclear and nonnuclear warfa 

2. Changes or Corrections 

Users of this manual are encouraged ti 
mit comments or recommended changes 1 
prove the manual. Comments should be 
to the specific page, paragraph, and line < 
text in which the change is recommended, 
sons should be provided for each commi 
insure understanding and complete evalu 
Comments should be forwarded direct to 
mandant, United States Army Engineer 
Fort Belvoir, Virginia. 



Section II. PRINCIPLES OF GASES 



3. Introduction 

This section reviews the basic principles of 
the physical sciences pertaining to gases and 
liquids. These principles determine the design 
and function of gas-generating plants and of 
plants generating liquid oxygen and nitrogen. 

4. Physical Sciences 

The physical sciences of chemistry and phys- 
ics are closely related. Physics includes the 
study of matter, energy, heat, and the expan- 



5. Physics 

The physics used in this manual is con< 
mainly with the structure and behavior o: 
ter and the classes and forms of energy. 

6. Chemistry 

Chemistry is the science dealing wil 
composition of substances, and of the tra 
mations which they undergo. It is divide 
organic chemistry and inorganic chemisti 



A change in matter wherein the composition 
of the matter remains the same is called a 
physical change while one in which the nature 
and composition are affected is called a chemi- 
cal change. The freezing of water and making 
of dry ice are examples of the former while the 
burning of fuel or gasoline is an everyday ex- 
ample of the latter. In many physical changes 
and in all chemical changes energy is involved, 
being either absorbed (endothermic reaction) 
or liberated (exothermic reaction) . Thus chemi- 
cal changes involve energy changes. 

8. Reaction Rate 

A chemical change or the tendency of a sub- 
stance to undergo a reaction as outlined above 
may be speeded up. This may be done by re- 
ducing the size of the pai'ticles in the reaction, 
by applying additional heat, by mixing, by in- 
creasing concentration, or by adding small 
amounts of certain specific substances called 
catalysts which change the rate of reaction 
without themselves being altered. It is also true 
that a reaction may be slowed down by revers- 
ing the above measures. 

9. Chemical Formulas and Symbols 

The atomic theory (par. 11) enables the com- 
position of various compounds to be expressed 
in the ratio of their atoms. The present ratios 
were established in December 1961, using car- 
bon 1 ' 2 instead of oxygen as a standard (see ta- 
ble I.) Carbon 1 ' 2 was given the arbitrary value 
of 12, which is referred to as an atomic weight. 
All other elements were assigned atomic 
weights relative to carbon". Some of these are 
listed in table I, paragraph 12. Each of the ele- 
ments is also designated by a symbol as shown 
in table I, which is an abbreviation and stands 
for 1 atom of the element, or for 1 gram mole 
or 1 pound mole of the element. Whether for 
an element or a compound, 1 gram mole of a 
substance is the number of grams of that sub- 

wVn'rh pminl.a its nt.rvmiV wpio-Vit Alsn. 1 



for water (H 2 O) designates that water is 
formed from 2 atoms of hydrogen and 1 atom 
of oxygen and that similarly it is formed by 
2 X 1.008 grams of hydrogen and 15.999 grams 
of oxygen. 

10. Chemical Equations 

The use of formulas is indispensable in rep- 
resenting the relative weights of the substances 
used and produced in a chemical reaction. The 
correct formulas for the reactants are placed 
to the left of an equal or arrow sign in an equa- 
tion, while the correct formulas for the prod- 
ucts are placed to the right. Then the equation 
must be balanced ; that is to say, each formula 
must be multiplied by a number which will give 
as many atoms of an element on one side of the 
equation as there are on the other side. This is 
in accord with the law of conservation of mat- 
ter. Thus the equation for the oxidation of 
hydrogen to form water is: 

2H, + 0. 2 - 2H 2 O 

In this equation hydrogen and oxygen are rep- 
resented by H 2 and O 2 and not by H and be- 
cause analysis has determined that these ele- 
ments have 2 atoms within their molecules. 

11. Matter 

Matter is anything that makes up a physical 
object; it occupies space and has weight. Undei 
the atomic theory, matter is considered to be 
made up of units called atoms and molecules. 

a. Atoms. 

(1) The atom is the smallest unit of mass 
which possesses all the properties of 2 
given chemical element. 

(2) Atoms are made up of three kinds ai 
still smaller particles, two of whicl- 
have electric charges (fig. 1). The 
electron is the tiniest of these par 
tides; it has a definite charge that i: 
designated as negative. The proton is 

times as heavv as the electron 
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Figure 1. Structure of simple 

(3) The atom consists of a nucleus of pro- 
tons and neutrons (collectively called 
nucleons) around which the electrons 
whirl like planets around the sun (fig. 
1) . The nucleons are held together in 
a compact cluster and a tremendous 

force is required to break them apart. (5) 

When the atom is in an electrically un- 
charged or "neutral" state, the num- 
ber of orbital electrons equals the 
number of protons in the nucleus, so 
that the negative and positive charges 
just balance each other. 

(4) The simplest atom is hydrogen for it 
has only a single proton nucleus and 
one electron whirling around it. The 
more complex atoms have more and 
more protons and neutrons in the nu- 
cleus, together with a corresponding 
increase of electrons. These electrons 
are whirling about the nucleus in defi- 
nite paths called orbits, each orbit 

havino 1 morn fnr nnlv n riefirnfp num. 



atoms. 

in the first shell, 8 in the seconc 
18 in the third, 32 in the fourth 
the fifth and so on. By increasi 
size of the nucleus and addinj 
trons to the outer shells, all t] 
ments can be outlined and const] 
Two numbers are used in desc 
atoms (fig. 1). The number c 
tons in the nucleus (which is e< 
the number of orbital electron 
neutral atom) is called the 
number. It determines the ele 
charge of the atom and its ch 
properties. The mass number 
atom corresponds to the total r 
of its nucleons. Figure 1 sho- 
atomic structures of hydrogen, 1 
and oxygen. For nuclear rea 
they are frequently symbolized 
2 HE 4 , and S 10 , respectively. Tl 
script indicates the atomic n 
and the superscript the mass n 
All atoms of a given element h* 



that certain elements are almost chem- 
ically inert ; for example, helium, neon, 
argon, and krypton. Examination of 
their atomic structures shows that 
such stability can be related to the 
composition and symmetry associated 
with the electron shells. Although the 
number of shells differs in these ele- 
ments, the shells are all completely 
filled. For example, helium has the 
first shell complete and neon has the 
first two shells complete. 

b. Molecules. 

(1) When elements combine to form com- 
pounds, it is the individual atoms of 
the elements that undergo change. In 
some, but by no means all, cases, it is 
proper to refer to the particles so 
formed as molecules. In general, a 
molecule is the smallest portion or unit 
of a substance that retains the chemi- 
cal identity of the mass of substance. 
The typical molecules are those of hy- 
drogen, water, and oxygen. 

Two hydrogen atoms (H + H) 
one hydrogen molecule (H 2 ) 

Two oxygen atoms (0 -|- 0) = 
one oxygen molecule (O a ) 

Two hydrogen molecules (2H 2 ) 

4-one oxygen molecule (CK) = two 

water molecules (2H 2 0) . 
The chemical formation of the hydro- 
gen molecule is shown by two different 
notations in figure 2. They illustrate 
the shared electrons (covalent bond- 
ing) . In chemical reactions of this 
type, a pair of electrons is shared 
equally by both atoms, giving a stable 
molecule (fig. 2). 

(2) Also, there are the ionic compounds 
which are formed by exchanging elec- 
trons (ionic bond) . The most com- 



sodium atom (Na) transfers one of 
its electrons to a chlorine atom (Cl) . 
This creates a positively charged atom 
ion due to the loss of the electron, and 
a negatively charged chlorine ion due 
to the gain of an electron. This proc- 
ess can be illustrated by the following 
equation : 

Na + Cl - Na* + Cl - 
Two oppositely charged ions of sodium 
and chlorine have an electrostatic at- 
traction for each other and form a 
sodium chloride salt. These ions tend 
to affix themselves in an orderly ar- 
rangement called a crystal lattice (fig. 
3) in which one sodium atom is sur- 
rounded by several chlorine ions and 
vice versa. The term "molecule" is 
best not used when referring to ionic 
compounds because the atoms in an 
ionic crystal lattice have had a com- 
plete electron transfer and are held in 
place by ionic bonds, while the atoms 
in a molecule share electrons with each 
other and are bound by covalent 
bonds. 




12. Elements, Compounds and Mixtures 

a. Elements. An element may be denned as 
any form of matter which cannot be decom- 
posed or formed by chemical methods. Thus, 
substances such as oxygen, nitrogen, and hydro- 
gen are elements whereas substances such as 
salt or water are compounds. It is estimated 
that about 99 percent of the earth's crust is 
made up of only 12 of the basic elements known 
to exist in nature. Table I lists the elements 
used in the gas-generation units discussed in 
this manual. 

b. Compounds. While there are slightly over 
100 elements, 92 of which occur naturally, there 
is a great variety of chemical compounds or 
combinations of elements. Thus water is a 
chemical combination of the atoms of hydrogen 
and oxygen. Common salt is a combination of 
the sodium and chlorine. In combinations of 
this type, the compound formed always contains 
a definite proportionate weight of the elements 
involved. For example, the chemical compound 
of water is expressed in formula by the symbols 
H 2 indicating that one atom of oxygen has 
united with two atoms of hydrogen. Referring 
to table I listing the atomic weights of mater- 
ials, the atomic weight of oxygen is found to 
be 15.999 and the atomic weight of hydrogen 
is 1.008. The total weight of one molecule of 
water then will be 15.999 plus 2(1.008) or 
18.015. The percentage of each element in the 
compound may be found therefore by dividing 
the total weight of the compound into the 
weight of the element desired and multiplying 
by 100. Thus in water we may find the per- 
centage of oxygen and hydrogen present in the 
compound as follows : 



Table I. Atomic Weights of Materials Comm 
Gas-Generating Processes 



15.999 (atomic weight of oxygen) 



X 100 = 



18.015 (atomic weight of total) 
88.8 percent oxygen 
for Hydrogen: 

2 (1.008) 

X 100 = 11.2 percent hydrogn. 



Name 


Symbol 


Atomic weight 


At 


Argon 


Ar 


39.948 




Calcium 


Ca 


40.080 




Carbon" 


C 


12.000 * 




Chlorine 


Cl 


35.453 




Helium 


He 


4.003 




Hydrogen 


H 


1.008 




Iron 


Fe 


55.850 




Krypton 


Kr 


83.800 




Manganese 


Mn 


54.940 




Neon 


Ne 


20.183 




Nitrogen 


N 


14,007 




Oxygen 





15.999 




Potassium 


K 


39.102 




Sodium 


Na 


22.997 




Sulfur 


S 


32.064 




Tungsten 


W 


183.850 




Xenon 


Xe 


131.300 





* Carbon 1 *, instead of ox 
see paragraph 1). Adopted 
and Applied Chemistry in 
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of gaseous elements, whereas ordinary 
table salt is composed of a greenish-yell 
(chlorine) and a silvery-white metal (s( 
Compounds, therefore, are combinations 
ments combined in definite proportii 
weight to form new substances havin 
own characteristic properties. 

c. A mixture differs from a compo 
that the individual substances are not ch 
ly combined with any other substance 
in the mixture. A mixture then is a m 
cal combination of two or more compoi 
any proportion without the loss of an; 
erties of the individual substances. Atmo 
air is probably the best example of a i 
and consists of oxygen, nitrogen, water 
argon, and other gases. 

13. States of Matter 

From a casual examination of the su 
ings, it is evident that matter exists i 
states a solid, a liquid, or a gas. For c 
water may exist as a solid (ice) , fi 



has definite mass, size, and shape. The mole- 
cules are tightly knit together and resist de- 
formation because of their strong attraction 
for one another. Liquids and gases both are 
sometimes called fluids because of their ability 
;o flow. In this case they are distinguished 
from each other by their relative compressi- 
oility; liquids are only slightly compressible, 
out gases are highly compressible. The state 
rf a substance, however, can be changed by an 
ncrease or decrease in the temperature or pres- 
sure. For example, a substance such as carbon 
iioxide can change from its normal gaseous 
state into a liquid or even a solid (dry ice) by 
in increase in pressure and sufficient cooling, 
furthermore, some substances can change di- 
'ectly from a gas to a solid or exist only as a 
iquid or gas. The various changes from one 
itate to another have certain designations and 
:hese terms will be used in the ensuing gas- 
generation discussion. These terms are: 

a. Solid to liquid is melting or fusion. 

b. Liquid to solid is freezing or solidification. 
o. Liquid to gas is evaporation, vaporization, 

>r boiling. 

d. Gas to liquid is condensation. 

e. Solid to gas is sublimation. 

/. Gas to solid is desublimation. 

Throughout all these changes, however, it must 
e remembered that although matter can be 
aade to change its state, it cannot be created 
r destroyed. Although under very special con- 
.itions, as described by Einstein and others, 
nass and energy have been shown to be inter- 
hangeable (E=mc-) , this relation will not sig- 
.ificantly affect the principles covered in this 
nanual and can be disregarded. 

4. Energy 

Energy is the ability of a body to do work. It 
xists fundamentally in two classes kinetic 
nergy and potential energy. 

a. Kinetic. Kinetic energy is the energy pos- 
hv a. bnrlv hv virtue of its motinn. For 



plants, or gases under compression in units or 
cylinders, all possess potential energy. 

1 5. Forms of Energy 

There are several forms of energy mechani- 
cal, electrical, light, thermal, and chemical. In 
this manual the last two are of principal con- 
cern, though many examples of electrical and 
mechanical energy can also be found. Like mat- 
ter, however, energy cannot be created or de- 
stroyed but can be converted from one type to 
another. The majority of the chemical reac- 
tions used in gas generation, as well as the de- 
sign of equipment, have taken advantage of 
this natural law of energy conversion. 

16. Heat 

Heat is a form of energy. When heat is sup- 
plied to a body, it increases the temperature of 
that body. The energy supplied as heat is said 
to increase the internal energy of the body be- 
cause the energy appears to be given to the 
molecules of that body. Since molecules are in 
incessant motion, they are known to have ki- 
netic energy. Some of them have potential en- 
ergy. This is true for molecules of a solid or 
liquid that has been expanded by heating; work 
must have been done to separate them. Gas 
molecules have little potential energy because 
they are relatively far apart and consequently 
have slight attraction for one another. Heating, 
therefore, has a direct effect upon the internal 
energy of a body, whether kinetic or potential. 
It is the result of the motion of the molecules 
and atoms. Heat applied to water causes the 
molecules to vibrate faster and faster and the 
distance between them becomes greater and 
greater until the water changes to steam. Re- 
moval of the heat accomplishes a reverse action, 
When a vessel containing gas is heated, the gas 
molecules striking the heated sides of the vesse] 
in their incessant vibration rebound with 
greater speeds, strike other molecules, and ir 
this way the entire gas is heated. Heat, then 
is transferred from one body to another, for ex- 



i i. lypes ot Neat 

a. Sensible Heat. To understand the types 
of heat, it is necessary to remember that mat- 
ter exists in three states solid, liquid, or gas. 
In any one of these states its temperature may 
be varied. For example, water is frequently 
seen in all three states, that is, ice, water, or 
steam. Water at atmospheric pressure exists 
in solid states at temperatures from 0C. 
(32F.) down, in a liquid state from C C. 
(82F.) to 100C. (212F.) and in a gaseous 
state from 100C. (212F.) up. Consider water 
in the liquid state. If a burner is placed under 
a pan of water, the water's temperature will 
rise. As the temperature rises, the addition of 
heat can be felt, or sensed, which is the origin 
of the term sensible heat. Going in the opposite 
direction, if the pan of water is placed in a re- 
frigerator, the temperature will begin to fall. 
This is an example of the removal of sensible 
heat. Therefore, sensible heat is the heat that 
causes a change of temperature. 

b. Latent Heat. Latent heat is the heat that 
changes the state of a substance, rather than 
its temperature. To understand this, after a 
pan of water is set over a burner, the water's 
temperature rises until it reaches 100C. 
(212F.). At this point, the water begins to 
change to steam, yet the water's temperature 
ceases to rise. 

18. Heat Measure 

One term used in heat measurement is spe- 
cific heat. Other terms may be denned as fol- 
lows: 

a. One calorie equals the quantity of heat 
necessary to raise the temperature of 1 gram 
of water 1 centigrade. 

b. One Btu equals the quantity of heat neces- 
sary to raise the temperature of 1 pound of 
water 1 Fahrenheit. 

c. Numerically, specific heat is equal to the 
calories required to raise the temperature of 1 
gram of the substance 1 centigrade or the 
Btu's required to raise 1 pound of the substance 



centigrade scale is common to the metric system 
of measurement. The other two scales show 
absolute temperatures; their values are reck- 
oned from a temperature that is considered 
theoretically to be the lowest possible. They 
are used mostly in thermodynamics. One is 
based on centigrade divisions and is called the 
Kelvin scale ; the other is based on Fahrenheit 
divisions and is called the Rcm.ki.ne scale. All 
scales are shown in figure 4 and table XI for 
comparison. Temperature can be converted 
from the centigrade to the Fahrenheit scales, or 
vice versa, by substituting in the following for- 
mulas : 

F - 9/5 C + 32 

C = 5/9 (F-32) 

20. Change of State 

a. Heat of Fusion. The heat of fusion of a 
substance is the number of calories required to 
melt 1 gram of the substance without changing 
its temperature. At standard atmospheric pres- 
sure, ice melts at 0C. (32F.). Under these 
conditions, 1 gram of ice in melting absorbs 80 
calories from its surroundings, and conversely 
1 gram of water in freezing dissipates 80 cal- 
ories to its surroundings. This means that un- 
der standard pressure the heat of fusion of ice 
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ice is also expressed as 144 Btu's per pound. 

b. Vaporization. The heat of vaporization of 
v substance is the number of calories required 
;o vaporize 1 gram of the substance without 
:hanging its temperature. The same amount of 
leat is dissipated when 1 gram of the substance 
jondenses. While a liquid is evaporating into 
i closed space, the molecules of vapor fly off in 
andom directions and collide with and rebound 
Tom one another and from the walls of the con- 
fining vessel. Some of them eventually return 
;o the surface of the liquid with sufficient speed 
.0 reenter the liquid and recondense. After 
mough molecules have collected in the space 
ibove the liquid, their wanderings bring them 
)ack to the surface as frequently as other mole- 
ailes escape. Therefore, there is a balance be- 
;ween evaporation and recondensation. This 
naintains a constant number of molecules in 
,he closed space above the liquid at any given 
;ime, and the accompanying bombardment on 
.he walls of the vessel sets up a definite con- 
itant pressure called the vapor pressure. Vapor 
n-essure then depends on the temperature and 
lature of the liquid (being different for differ- 
>nt pure liquids at any given temperature) . The 
juantity of a liquid is a factor only in that there 
nust be enough liquid present to prevent all of 
t from evaporating before equilibrium is 
eached. 

c. Specific Heat. Like the specific heat of 
.ny substance, the determination of the specific 
ieat of a gas is also numerically equal to the 
.mount of heat necessary to raise the tempera- 
ure of a unit mass 1. However, the specific 
ieat of a gas is not a single value, but may be 
wo or more values, depending upon the con- 
traints that are placed on the gas while it is 
icing heated. For example, to raise 1 pound 
f gas 1F., more heat would be required if the 
;as were kept at constant pressure rather than 
,t constant volume. This is evident for when 
he gas is held at constant pressure, the gas is 
rfifi tin fi\'nnnrl and dn wnvk and the 



Since both pressure and volume can be varied 
the most important values for the specific heai 
of gases both under constant pressure (Cp) 
and under constant volume (Cv) are listed ir 
table II. 

Table II. Specific Heat, of Gases at Standard Condition! 
(Specific heats of gases vary with temperature.) 





Cp 


Cv 




Cil/pcm/C 


Cnl/Em/C" 


Oxygen 


0.217 


0.155 


Nitrogen 


0.247 


0.176 


Hydrogen 


3.429 


2.435 


Carbon dioxide 


0.204 


0.160 


Acetylene 


0.330 


0.274 



Cp Specific! heuL lit consUmt pri'.SHUru. 
Cv SpuiMlic hu.it at constant volume. 

21. Gas Laws 

All gases conform to certain physical princi- 
ples regarding temperature, pressure, and vol- 
ume. First, it is known that all gases exerl 
pressure. This pressure is expressed as abso- 
lute pressure. The absolute pressure of any gas 
can be obtained by oberving the gage pressui'e 
and adding atmospheric pressure (14.7 psia) tc 
it. (The absolute pressure of a gas will always 
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Figure 6. Determination of specific heat of water. 

be designated by the term psia, whereas the 
gage pressure is shown as psig after the read- 
ing.) Second, all gases occupy space and there- 
fore must have volume ; and third, temperature 
affects the gas. The gas laws correlate these 
three variables with the effect they have on the 
condition of an ideal gas. No real gas actually 
exhibits the properties of an ideal gas, but the 
gas laws can usually be applied to all gases 
without involving any great error. Exceptions 
occur at high pressures, low temperatures, or if 
a phenomenon such as the Joule-Thompson ef- 
fect occurs (par. 36ft) . 

22. Boyle's Law 

a. Principle. Boyle's Law shows a simple re- 
lation between the pressure of a gas and its vol- 
ume, and states that the volume of a confined 
body of gas varies inversely to the absolute 
pressure, if the temperature remains constant, 
that is, doubling the pressure upon a body of 
gas halves its volume. Boyle used a J-shaped 
tube called a manometer for his study (fig. 7) . 
First, he poured enough mercury into the tube 
so that the mercury stood at the same level (L) 
in both arms of the tube (fig. 7) . The air (LC) 
trapped in the closed end was therefore under 
the same pressure as that in the open end, which 
was 29 inches of mercm-y in one experiment. 
Assuming that the tube was uniform, the vol- 
ume of the closed air was directly proportional 
to the length (LC). Boyle then added mercury 
until the mercury levels rose to M in the closed 
(shorter) arm and to N in the open (longer) 
arm, making MC just one-half of LC. The added 
pressure had reduced the volume of the air to 

nnp-liiilf its -fnvnipv vnlnmp Mpscnvino- flip PV- 



this Boyle concluded that pressure times volume 
of an enclosed gas is constant if the tempera- 
ture and mass are constant, or the density of 
an enclosed gas at constant temperature is di- 
rectly proportional to the pressure to which it 
is subjected. As an algebraic formula, it reads: 

Vx P! = V 3 P 2 

or 



V, P, 

Where V t and Pi signify the original volume 
and pressure, and V 2 and P 2 signily the new 
volume of the gas and the new pressure which 
causes it. This equation is true, providing the 
temperature has remained the same. 

b. Illustrative Problem. Four cubic feet of 
oxygen are under a pressure of 100 psig. The 
oxygen is allowed to expand to a volume of 6 



N 



M 




(Do not forget to convert gage pressure to ab- 
solute pressure by adding 14.7 psia.). 



4 X (100 + 14.7) = 6 X P, 
4 X 144.7 



P 2 =- 



6 



P 2 = 76.5 psia. 

Converting absolute to gage pressure, 
76.5 14.7 = 61.8 psig. 

23. Charles' Law 

a. Principle. A mass of gas can be kept at 
a constant pressure by enclosing it in a cylinder 
equipped with a freely moving piston (fig. 8), 
for the slightest change of pressure causes the 
piston to move in or out, keeping the pressure 
inside the cylinder constant at the value exist- 
ing on the outside. When a gas is heated under 
these conditions, it is found that volume varies 
in direct proportion to the absolute tempera- 
ture. This relation was discovered by the 
French physicist, Jacques A. C. Charles. Ex- 
pressed as an equation for any two conditions 
of volume and temperature, Charles' law reads : 

_i= at constant pressure, where V x and 

V 2 are the volumes of the gas at temperatures 
TI and T 2 , respectively. This is shown in the 
curve in figure 8. 



freely moving piston contains 50 liters of a gat 
at 27 C. If the temperature is raised tc 
127C., what will be the new volume if tlu 
pressure has remained constant? (Convert tem- 
perature to absolute temperature.) 



50 liters 



V 2 T 2 

27 C. + 273 
127C. + 273 



50 liters 300A 



V, = 



V 2 400 A 

50 liters 



= = .75 
4 



.75 
V 2 = 66.6 liters 



24. The General Gas Equation 

The general gas equation (or law) shows the 
relation betwen the pressure, volume, and tem- 
perature of a fixed mass of an ideal gas when 
none of these quantities is kept constant (fig 
9). It is expressed as follows: 



P. 



V, 



T, 



This relationship holds regardless of variatior 
in pressure, temperature, or volume. Whethe] 
for ideal or real gases, the equation shows thai 
any units of volume, absolute pressure, anc 
absolute temperature may be used as long as th< 
same units are used on both sides of the equa 
tion. 
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Figure 9. Pressure-volume diagram for gas expansion 
at constant pressure (1-%), and at constant tempera- 
ture (2-3). 



Section III. LIQUEFACTION AND SEPARATION OF AIR 



25. Introduction 

Air is a colorless, odorless, and tasteless 
mixture of gases. It is compressible and elastic 
and varies in composition with evaluation and 
humidity. In addition to its major components 
(oxygen and nitrogen), air contains carbon 
dioxide, water vapor, and minor quantities of 
inert gases. For further data, see table III. In 
the liquid state, it can be separated into its vari- 
ous components by a process called fractional 
distillation. The term "fractional" is applied 
to the process of distillation when a mixture is 
separated through differences in the boiling 
points of its components. 

26. Components of Air 

a. Oxygen. 

(1) The chemical formula for oxygen is 



(3) 



solid at 218C. (360.4 F.) at at- 
mospheric pressure. 
Oxygen is the most abundant and 
widely distributed element on earth. 
About 21 percent by volume, or 23 per- 
cent by weight, of our normal atmos- 
phere is oxygen. About 46.5 percent 
of the weight of the earth's crust is 
estimated to be oxygen because 50 per- 
cent of the weight of silicates and 
some other solid minerals is oxygen. 
About 85 percent of the weight of the 
ocean is oxygen. 

At normal room temperature, gaseou 
oxygen as a component of air is onl; 
mildly reactive, but at higher tempera 
tures it combines rapidly with most 
elements and many compounds. 






(5) The formation of oxides by combina- 
tion of oxygen with another substance 
is known as oxidation. Heat energy 
is produced whenever a substance is 
oxidized. If the reaction is slow and 
only heat energy is given off, the 
process is called slow oxidation. If 
oxygen combines with the other sub- 
stance so rapidly that light energy as 
well as heat is evolved, the process is 
called combitstwn. The flame pro- 
duced by combustion consists of burn- 
ing gases vaporized from the com- 
bustible substance by the heat of the 
reaction. Spontaneous combustion is 
likely to occur in combustible material 
which is a poor conductor of heat if 
stored in still air. Under those condi- 
tions, the oxygen in the air slowly be- 
gins to oxidize the combustible ma- 
terial, which generates heat. If the 
heat is not conducted away, but ac- 
cumulates around the material, even- 
tually the temperature of the com- 
bustible material is raised to its 
kindling temperature and active com- 
bustion occurs. 

i. Nitrogen. 

(1) The atmosphere is the only important 
source of free nitrogen. However, 
since the atmosphere consists of about 
78 percent nitrogen by volume and 
75.5 percent by weight, the supply is 
abundant. 

(2) The chemical formula for nitrogen is 
N 2 . It also is a colorless, odorless, and 
tasteless gas. However, it is not com- 
bustible and does not support combus- 
tion. Nitrogen is slightly lighter than 
air and retards the combustion or oxi- 



(4) Commercially, practically all nitrogen 
is obtained from the fractional distil- 
lation of liquid air. 

c. Carbon Dioxide. 

(1) In addition to forming about 0.03 per- 
cent by volume of the atmosphere, 
carbon dioxide is dissolved in all nat- 
ural waters forming carbonic acid 
(which attacks copper or tin) and is 
present in a variety of carbonate min- 
erals and rocks, the most abundant of 
which is limestone. 

(2) Carbon dioxide (C0 2 ) is a chemical 
compound of carbon and oxygen in the 
ratio of 1 to 2. It is heavy, inert, 
colorless, and odorless. It varies in 
its concentration in air and is removed 
from it by plants which use it as food 
to sustain growth. It liquefies at about 
830 psig at 20C. (68F.), and solidi- 
fies if the temperature drops to 
56C. (~-69F.) At a pressure be- 
low 5.2 atms, the solid passes directly 
to the gaseous state as its temperature 
is raised. This phenomenon is known 
as sublimation. In liquid form it is 
used extensively as a refrigerant, and 
in solid form (dry ice) as a coolant. 

(3) Carbon dioxide is a stable compound 
which does not burn and does not sup- 
port combustion. It combines with 
oxides and hydroxides of the active 
metals to form carbonates. 

d. Hydrogen. Only about 0.01 percent of 
air is hydrogen. For further information, see 
paragraph 62. 

e. Water. Water (H 2 0) is also a chemical 
compound. It is a colorless, odorless, and 
to st.pl ess linniH whir.Vi hnils at 1 DO(T (212F.1 



colorless, odorless, and tasteless, and all can be 
condensed to a liquid or solid if the tempera- 
tures are low enough (-100 to 270C., or 
148F. to 454F.). As rare gases they 
exist (with the exception of argon at 0.94 per- 
cent) in minute amounts in air. They are chem- 
ically inert. Specific uses of these gases are : 

(1) Argon is used in Ming electric light 
bulbs and as a gaseous shield for the 
electric arc in welding certain metals. 

(2) Neon serves as a filling for electric 
light bulbs, particularly glow lamps. 

(3) Helium is the lightest of the gaseous 
elements of the rare group. It is used 
in heliarc welding. Because of its non- 
flammable characteristics, it also has 
replaced hydrogen in lighter-than-air 
craft. Because it is twice as heavy as 
hydrogen, it does not diffuse as read- 
ily. 

(4) Xenon and krypton have no military 
uses. 

27. Liquefaction of Air 

Ambient air can be liquefied by refrigerating 
it under pressure. Refrigeration is the primary 
requirement. It is a commercial source of both 
oxygen and nitrogen. Commercial byproducts 
of the fractional distillation of air are neon, 
argon, and other atmospheric gases. 

a. Process. To liquefy air, it is first filtered 
and compressed, while at the same time the 
heat of compression and the condensed water 



erated by use of heat exchangers aim 
cal refrigeration, plus expansion, to a tempera 
ture and pressure which will cause it to liquefy 
It is then separated and purified through dis- 
tillation. Cold gases, mainly nitrogen, frorr 
this process are recirculated to the heat ex- 
changers to provide refrigeration for the in- 
coming air (fig. 10) . 

b. Appearance of Liquid Air. Liquid air re- 
sembles water in appearance. It is a mixture 
of nitrogen, oxygen, and a negligible quantify 
of rare gases. This mixture does not have a 
constant boiling point; it boils over a rang* 
from -194.4C. (-817.9F.) to -183.9C 
(299.0 F.) at which point the liquid mixture 
has completely returned to gas. 

28. Separation of Gaseous Mixtures 

a. Principles. Processes for the separatior 
of gaseous mixtures depend upon two basic 
facts: mixtures of gases under pressure liquef j 
at low temperatures, and specific gases boil a1 
different temperatures. When a mixture oi 
gases is liquefied by pressure and low tempera- 
ture (refrigeration) , its constituents can then 
be boiled off one at a time (which is the process 
of fractional distillation) by raising the tem- 
perature of the mixture (fig. 11) . 

6. Critical Temperatures. Each gas has its 
critical temperature, that is, the temperature 
to which it must be reduced before it can be 
liquefied, regardless of how much pressure is 
applied. Table III gives this critical data on 
the components of air. 
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Figure 10. Basic flow diagram,, low temperature separation of (/risen. 



CHAPTER 2 
GENERATION OF OXYGEN AND NITROGEN 



Section I. INTRODUCTION 



29. Content 

In the generation of oxygen or nitrogen, each 
element is processed into liquid form before it 
is processed into gaseous form. Following a 
brief discussion of the uses and sources of oxy- 
gen and nitrogen, this chapter explains the cool- 
ing process, then describes the generation of 
both the liquid and gaseous forms of oxygen 
and nitrogen. 

30. Uses of Oxygen and Nitrogen 

a. Oxygen. Some uses of oxygen are as fol- 
lows: 

(1) For hospital patients suffering from 
diseases where a breathing aid is 
necessary. Oxygen of U.S.P. grade 
(minimum purity 99%) is required 
for this purpose. 

(2) In high-altitude flying. Oxygen of 
high purity (99.5% minimum) and 
low moisture content is required to 
compensate for the lack of oxygen in 
the rarefied atmosphere and to pre- 
vent freezeup of controls and lines at 
low temperatures. 

(3) In the restoration of air volume in 
submarines. 

(4) In oxy acetylene welding and metal 
cutting. Oxygen of minimum purity 
of 99.5% is required. Lower purity 
oxygen will not produce a satisfactory 



the Army, such as flamethrowers and 
recoil mechanisms. 

(2) As a fertilizer, for example, as a com- 
pound, (NH 3 or CaCN 2 ) . The process 
of transforming nitrogen (N 2 ) from 
the atmosphere into nitrogen com- 
pounds (NH 3 or CaCN ;2 ) is termed the 
fixation of nitrogen. 

(3) For making nitric acid and explosives. 

(4) For bright-annealing steel. In this 
operation a nitrogen atmosphere is 
used. 

(5) In hardening steel. It is used in com- 
bination with many metals to form 
nitrides (Fe 3 N 2 ). 

(6) As the gaseous atmosphere in in- 
candescent lamps to prevent arcing. 

(7) As a coolant for missile guidance sys- 
tems. 

(8) For purging missile systems. 

(9) As a raw material in the production 
of ammonia and similar compounds. 

3 I . Sources 

a,. Oxygen. The discovery of oxygen as an 
element was made by two chemists, Priestley 
and Scheele, working independently of each 
other. Since its discovery, many methods have 
been perfected for the production of oxygen. 
The following have the most practical value to- 
day: 



, ,1 /7 



TU 1 



gen is liberated at the positive pole 
and the hydrogen at the negative pole. 

(2) Chemical method. The most conveni- 
ent laboratory method for the prepa- 
ration of oxygen is by heating certain 
chemical compounds until they decom- 
pose. Potassium chlorate is most com- 
monly used ; it loses all its oxygen 
when heated above its melting point of 
368C. (694.4F.) Potassium nitrite 
is another chemical that may be used. 

(3) Fractional distillation of air. This is 
the method currently used by the large 
commercial gas producers and by the 
Army for the extraction of oxygen 
from the air. Therefore, it will be 
discussed in detail in this chapter. The 
liquid-air process separates the vari- 
ous gases that constitute air by cool- 
ing the air to a temperature at which 
most of its components will liquefy. 



.me niiuiu. cui 10 UHGU separated o> 
distillation into oxygen, nitrogen 
argon, and other components. 
b. Nitrogen. Nitrogen was discovered by 

Rutherford in 1772 and is chiefly produced by 

the following methods: 

(1) Chemical method. In this process 
chemical compound, such as any of the 
natural nitrates, is decomposed by a 
chemical reaction to free the nitrogen 
from the compound. At present this 
method is not used by the Army or any 
of the large commercial gas producers 
and is not likely to be used in the. fu- 
ture. 

(2) Fractional distillation of air. This 
method, previously discussed as s 
means for producing oxygen, is alsc 
used to produce nitrogen. It is the 
process currently used commercially 
and by the Army. 



Section II. THEORY OF COOLING 



32. Critical Temperature 

The temperature to which a gas must be re- 
duced before pressure can liquefy it is termed 
the critical temperature. This is defined as that 
temperature above which it is impossible to 
liquefy the gas. Correspondingly, the critical 
pressure is defined as that pressure required 
to liquefy the gas at the critical temperature. 
Unless a gas is at or below its critical tempera- 
ture, pressure alone can never produce lique- 
faction. Table III lists some of the gases and 
their critical temperatures and pressures. Car- 
bon dioxide, for example, can be liquefied at 
room temperature if the pressure is high 
enough, whereas the critical temperatures of 
oxygen and nitrogen are extremely low. Just 
how low these temperatures are is difficult to 
visualize, but if a block of ic.p. wen-p nut under a 



33. Heat Exchange 

The most common of all physical processes 
used in the manufacture and storage of corn- 
pressed gases is that of heat exchange or heat 
flow from a warm to a cold body. Basically this 
heat may be transferred by one or more of 
three fundamental methods conduction, con- 
vection, or radiation. 

a. Conduction. The temperature of a sub- 
stance depends on the intensity of the molecular 
motion as explained in paragraph 16. When 
heat is transferred by conduction, this mole- 
cular motion is passed from molecule to mole- 
cule in the direction of decreasing temperature. 
If one end of an iron bar is placed in a fire, the 
portion of the bar not in the fire will be heated 
by conduction. 



sity variation that accompanies temperature 
changes in the fluid. An example of this method 
is a home heating system where the room is 
heated from a radiator which sets up convection 
currents. Circulation of the fluid can also be 
forced, such as by means of a pump or fan. 

c. Radiation. Radiation is the method of 
transferring heat from one mass to another by 
means of high frequency waves. When these 
high frequency, heat-energy waves strike or 
travel through material, they give up energy. 
This energy is absorbed by the material and 
raises its temperature. An everyday example 
of this method of heat transfer is that of the 
sun heating and warming the earth. 

34. Heat Exchanger 

The unit which is used to transfer heat from 
one body to another is called a heat exchanger 
or an interchange!-. It is commonly a steel ves- 
sel used to heat or cool a gas or liquid. The 
most common type of interchanger is the shell- 
and-tube exchanger which consists of several 
tubes welded inside a shell. The tubes are fed 
through a common header (fig. 12). Side 
baffles are usually provided on the shell so the 
gas or liquid to be cooled or heated has the 
maximum amount of exposure with all tubes. 
Usually the hot liquid or gas flows through 
the shell and the cooler gas or liquid flows 
through the tubes. The flow of fluids will gen- 
eally be countercurrent to each other. However, 
this is not a rigid rule. 



example of a one- or single-pass exchanger of 
the tube and shell type. It gets its name "one- 
pass" from the fact that the gas or liquid in the 
shell side (from B to D) comes in contact with 
the gas or liquid in the tube side (from A to C) 
only once. Baffles are provided which enable 
the substance on the shell side to contact the 
entire tube area. 

b. Multipass Exchanger. A multipass ex- 
changer differs from the single pass exchanger 
in that the substance on the shell side comes in 
contact with the tube side more than once. This 
is done by placing a partition plate in the 
header. As shown in figure 14, if one plate is 
put in the header the gas or liquid on the shell 
side passes through the length of the exchanger 
twice and is thus called a two-pass exchanger. 
Many factors, such as heating or cooling effect 
desired, economic considerations, thermody- 
namic principles, and properties of the fluids in- 
volved determine the number of passes an ex- 
changer should have. 

35. Refrigeration Process 

To obtain the low temperatures necessary for 
the liquefaction and separation process, it is 
necessary to supplement the cooling obtained 
from the expansion of the airstream with pre- 
cooling. This precooling is done by using a 
mechanical refrigeration system (using freon), 
or by circulating nitrogen-rich air, cooled in an 
expansion turbine. Refrigeration is necessary 
to precool the airstream entering the liquefier 
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Figure 14. Multipass heat exchanger. 

and, in some cases, to minimize the time re- 
quired to bring the distillation column down to 
operating temperature. 

a. High Pressure System. In a high-pressure 
system, a combination of external refrigeration 
and circulation of an effluent (nitrogen-rich) 
air is used. Refrigeration of air is provided by 
the expansion of the incoming air and by the 
circulation of an effluent air through heat ex- 
changers with external refrigeration as an aux- 
iliary coolant. 

(1) Expansion of air. Compressed air, 
cooled to approximately 35C. 
( 31F.) in the second heat ex- 
changer, enters an air cooler which 
uses freon as a refrigerant. The re- 



to a third heat exchanger to continuec 
reduction in temperature. 
(2) External refrigeration. The externa 
refrigeration system in most militarj 
plants is operated by a diesel-driven 
two-stage compressor which com- 
presses the vaporized refrigerant tc 
about 150 to 225 psig. From the com- 
pressor the refrigerant flows to an 
air-cooled condenser where it is lique- 
fied and returned to a receiver. The 
refrigerant flows from the receiver 
through two sub-coolers before pass- 
ing through the air cooler where it ac- 
complishes the desired refrigeration 
of the airstream. The refrigerant, 
vaporized by the heat from the air- 
stream in the air cooler, then returns 
to the compressor, passing through 
the subcoolers en route. The vapor- 
ized refrigerant serves to supercool 
the liquid refrigerant in its counter- 
current passage through the subcool- 
ers and then cools the compressor 
lubricant in the oil cooler before being 
compressed and recirculated. Figure 
15 is a diagram of a fluorocarbon re- 
frigeration system. 

b. Low-Pressure, System. Refrigeration of 
air in the low pressure plant is provided by the 
nitrogen-rich air, separated from the liquid air 
in the phase separator, circulating through heat 
exchangers. 

(1) Reducing temperature. To reduce the 
temperature of the nitrogen-rich air, 
an expansion turbine is used. The ni- 
trogen-rich air expands as it passes 
through the turbine. Expansion of the 
gas mixture, accompanied by expendi- 
ture of energy, results in a reduction 
of temperature. Nitrogen-rich air en- 
ters the turbine (1, fig. 16) at a tern- 




Figure 15. Fluorocarbon refrigeration system. 



over 16,000 rpm are dangerous as the 
turbine may overheat and disinte- 
grate. Refrigeration of nitrogen-rich 
air is obtained by extracting work 
from the expander turbine by a blower 
attached to the other end of its shaft 
(2, fig. 16) . The blower also serves to 
govern the speed of the expander tur- 
bine. Further use of the brake air- 
stream is made by inserting a lubri- 
cating oil cooler into the intake side of 



has dropped to cause liquef; 
the phase separator. 

36. Low-Temperature Refrigeration 

After preceding, as explained above 
step is the extremely low temperature 
ation necessary for liquefaction. Ther 
conventional methods for producing e 
low temperatures. The first, by rapi 
sion of a compressed gas, is commonl 
the Joule-Thompson effect. The secoi 
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Figure 16. Expansion turbine. 



producing extremely low temperatures neces- 
sary to liquefy a mixture of oxygen and nitro- 
gen. The Joule-Thompson effect occurs when 
a real (nonideal) gas below a certain tempera- 
ture (different for each gas) has its pressure 
reduced, resulting in a decrease in its tempera- 
ture or has its pressure raised, resulting in an 
increase in its temperature. The greater the 
pressure change, the greater the temperature 
change. One method of using this effect is 
shown in figure 17. In figure 17 the gas from 
the compressor at high pressure and high ambi- 
ent (surrounding) temperature flows through 
the heat exchanger (A-B) to the throttling 
pressure-reducing valve (B-C) . Upon passing 
through the valve, the gas pressure is reduced 
and the resultant cooled gas is then recirculated 



the original material. The gas is further cooled 
by passing through the throttle valve. This 
cycle is repeated until a heat balance is reached 
and an extremely low temperature is obtained. 
Since some form of mechanical compression is 
generally used to produce the high pressures in 
the first stage, the system is generally used 
with a mechanical refrigeration system rather 
than as an alternate to it. 

b. The Claude Process. The Claude process 
uses the basic principle that work and heat are 
directly related, that is, to perform work, heat 
must be expended. Consequently, in the Claude 
process the high pressure gas to be cooled is 
allowed to partially expand against a piston. In 
moving the piston, the gas expends energy in 
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figure 17. Joule-Thompson effect, for low-temperature 
refrigeration. 
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Section II . FRACTIONAL DISTILLATION OF LIQUID AIR 



17. Generation of Oxygen and Nitrogen 

a. Temperature-Pressure Relationship. In 
rder to understand the phases of liquid oxygen 
production compression, cooling,- purification, 
liquefaction, and rectification it is necessary to 
understand thoroughly the temperature-pres- 
sure relationship of gases. The temperature- 
pressure chart (fig. 19) shows for each gas the 
relationship between its critical -temperature 
and critical pressure, (par. 32). The critical 
temperature is that temnerature above which a 



be liquefied at its critical temperature b 
pressing it to its critical pressure. Ho 
as the temperature of the gas is reduce 
pressure is required to obtain the liquid 
For example, water (H^O) has a critics 
perature of 373+C. (705+F.) and a < 
pressure of 3,200 psia (pounds per squa: 
absolute pressure), but at 100C. (212' 
exists as a liquid at 14.7 psia. It may b 
then, that for a gas to exist as a liqu 
proper temperature-pressure relationshi 



the production capacity. Typical are the high 
pressure plant with a 5-ton-per-day capacity 
(figs. 20 and 21), and the low pressure plant 
with a 20-ton-per-day capacity (figs. 22 and 



tion of liquid only ; liquid is used in missiles. Tc 
generate gases, which are used mostly for in- 
dustrial purposes such as welding, there is the 
A-2 plant (figs. 24, 25, and 26) . 
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Figure 20. 5-ton plant. 
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Figure 22. 20-ton plant. 



c. Processes. All oxygen and nitrogen plants 
using the fractional distillation of air process 
perform the operations described in paragraphs 
38-43 below. Although there are basically no 
major differences in the overall operation, vari- 
ous gas plant manufacturers differ in the meth- 
ods and design of the production equipment. 
This is especially true in the design of equip- 
ment used in the production of the extremely 
low temperatures required. In general, two 
types of processes are used for this purpose, the 
Linde process and the Claude process, each of 
which is named after the individual responsible 
for its introduction. 



pressure of the gas is increased through each 
of the compressor stages as shown until the 
gas leaves the final stage at a pressure high 
enough to be readily liquefied when it is cooled 
below its critical temperature later in the proc- 
ess. In most gas-generating systems this will 
be approximately 3,000 psig. After each stage 
of compression an air- or water-cooled inter- 
cooler (called an aftercooler after the final 
stage) and a condensate trap are provided as 
shown to remove the heat of compression and 
also the moisture from the air. 

a. Compressors. There are many sizes, 
shapes, and designs of compressors, but in the 
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Figure 24 Semitrailer and tractor for A-2 plant. 



pressor can be either of a single-acting 
(as shown) or a double-acting type. 
The inlet valve (IV) and the discharge 
valve (DV) are placed in the cylinder 
head and connect respectively to the 
suction line (S) and the discharge line 



(2) 



The discharge valve (DV) is opened 
by the piston compression and is 
closed by a valve spring after the com- 
pression stroke is completed. 
Rotary. 



(a) A schematic diagram of one type of 
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Figure 25 Continued. 



rately to a circular track. Inside 
this casing is the rotor (R) of cylin- 
drical form which turns on the 
shaft (M) . It will be seen that the 
center of the rotor and rotor shaft 
are not on the center of the casing. 
Therefore, one rotor is eccentric 
with the casing bore. The rotor 
bottom very closely fits the bottom 
of the casing track, not actually 
touching the bore but only a few 
thousandths of an inch from con- 
tacting the surface. The amount of 
vapor compressed depends upon the 
difference between the diameters of 
the rotor and the bore of the casing. 
Inserted in the rotor, and free to 
slide back and forth, are the two 
sliding vanes (VI and V2) that 
contact the bore at their outer end. 
These vanes are actually the pistons 
of the compressor and therefore the 
outer ends of the vanes are forced 
against the bore by springs in the 
rotor. The springs are assisted by 
centrifugal force when the com- 
pressor is running so that a firm 
contact is made. The sliding action 
of the vanes accommodates their ef- 
fective length at different parts of 
the revolution, the total amount of 
vane travel being at a maximum at 



(a) is the low side while area (b) 
is the high side. The suction inlet 
is shown at (S) and the discharge 
outlet at (D) . Vapor is drawn into 
the compressor at (S), passes 
around with the vane (VI) to the 
right, then is compressed in the 
area (b) and is finally discharged 
through the discharge connection 
(D). Increasing the number of 
vanes increases the operating effi- 
ciency of the compressor. 
(b) Another type of rotary compressor 
is the lobe type (fig. 30). 

b. Compressor Staging Design. Compressors 
are of either single-stage or multistage design. 

(1) Single stage. Single-stage compres- 
sors have only one impeller or piston 
and the pressure therefore cannot be 
increased beyond the working maxi- 
mum of the compressor. 

(2) Multistage. In a multistage compres- 
sor this disadvantage is overcome by 
combining several single-stage pumps 
so that the discharge of one compres- 
sor is delivered to the suction of the 
next. The gas is delivered to each 
stage under the pressure given to it 
by the preceding stage, and more 
pressure is added. A much higher 
working head can be produced than is 

-Q'hn o*a 
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Figure 26. Flow chart for A-S, plant. 



When it follows the last stage of compression, 
it is termed an aftercooler. For example, a 
three-stage compressor would have two inter- 
coolers and one aftercooler. 

39. Cooling 

To liquefy the air which has been compressed 
and has an extremely low critical temperature 
of 146 C. (231 F.), the air must be 
further cooled. As this reduction in tempera- 
ture cannot be accomplished by a conventional 
refrigeration system, cold liquid oxygen and 
nitrogen from the rectification section of the 
distillation column are used in extracting the 



where it comes in contact with the cold oxygen 
and nitrogen flow. No attempt is made in. first 
stage of heat exchange to lower the air temper- 
ature below 4.4 C. (40 F.) because all the 
moisture has not as yet been removed from the 
air and the danger of line freezeup and conse- 
quent plant shutdown is still present. Conse- 
quently, air from the first stage of the heat ex- 
changer is passed into a dryer or adsorber 
filled with an adsorbing agent such as silica gel 
as shown in figures 33 and 34. There are 
basically two such dryers connected in parallel 
so that they can be alternately used and regen- 
erated during plant operation, that is, one can 
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Figure 28. Reciprocating compressor. 

imilar interchange of heat from air to oxygen 
md nitrogen as in stage 1. Most plant manu- 
'acturers use a mechanical refrigeration sys- 
;em as shown in figure 26 in conjunction with 
;he second stage of heat exchange. This pro- 
vides an auxiliary cooling system for increased 
efficiency and reduces the required operating 
time, on startup, before high-purity oxygen and 
nitrogen are produced. As the air gives up its 
heat to the liquid refrigerant in the evaporator 



Figure 29. Rotary compressor. 

extremely cold liquid oxygen and ni 
which has just left the distillation c 
Through contact, the air temperature is f 
reduced to approximately 84 C. ( 12' 
From the last section of the heat exchani 
cold air is reduced from its initial 3,000 
between 60 and 80 psig by the use of 
pansion valve. Because of the Joule-Thc 
effect, this sudden expansion is accompai 
a reduction in temperature of the air 
proximately -179 C. (-290 F.). i 
temperature and pressure the air will 
and the air is now ready to enter the re 
tion column or air separation system. 

40. Purification 

One of the major operations or series 
erations in any gas-generation process 
cleaning and purifying of the manuf; 
gas. Gas impurities, usually in suspen 
the gas, either originate from the raw 
ials or are introduced during the gen 
process. For example, in the manufac 
oxygen, the air used in the generating 
has many impurities (dust, soot, watei 




Figure 30. Lobe, type compressor. 



product, it also must be removed. On occasion, 
;he impurities cleaned or separated from the 
ases manufactured are valuable byproducts. 
However, these instances are in the minority 
ind most of the time the impurities are dis- 
oosed of by any convenient means, such as 
lumping- them in a pit or stream, or venting 
the gases to the atmosphere. Several types of 



a. Filters. Filters are probably the simplest 
type of equipment used for removing gas im- 
purities and should be familiar because of their 
universal application in such common machines 
and mechanisms as automobile engines or 
forced-air furnaces. Essentially they consist 
of a framework which holds a material such as 
fiberglas or steel wool and metal baffles which 
remove dirt or dust in the air. Filters of this 
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Figure 32. Sectional -view of gas flow through heat 
exchanger tubes. 

b. Adsorption. In the 5-ton and 20-ton 
plants the purification process, which uses the 
property of molecular adhesion for removing 
impurities from a gas, is called cleaning by 
adsorption. A common application of adsorp- 
tion systems in gas generators is the removal 
of water vapor from the end product. The 
adsorbing agent most commonly used is a solid 
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Figure 34. View of dryer. 

substance called silica gel which has the pe- 
:uliar property of adsorbing and holding a 
arge amount of water per unit weight of gel. 
^ typical silica gel dryer is cylindrical and 



parallel in a generating system and are alter- 
nately used. This permits continuous gas gen- 
eration without interruption for dryer reac- 
tivation. The dryer is reactivated by passing 
warm dry air over the bed of the drying agent 
to remove the water vapor absorbed from the 
gas. Figure 35 illustrates a typical dryer in- 
stallation. Table IV lists some of the common 
adsorption agents used and their properties. 
In the gas generating units presently used by 
the Army, silica gel or activated alumina 
(powdered aluminum oxide) are most com- 
monly used as drying agents. 

c. Scrubbing. 

(1) A-2 plant. In the A-2 plant, before 
the compression cycle is completed, 
the air is passed through caustic 
scrubbers as shown in figure 36. This 
removes the carbon dioxide in the air, 
which would cause freezeup of the 
unit when the gas temperature is re- 
duced during the latter stages of the 
process. The air is processed through 
the scrubbers between intermediate 
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Figure SG. Scrubbing cycle. 
Table IV. Properties of Solid Adsorbents 



Properties 


Activated, carbon 


Activated alumina 




Apparent density _ _ _ _ _ 


0.7-0.9 


1.6 




Specific gravity _ - 


1.75-2.1 


3.25-3.35 




Average wt, Ib per cu ft 


28-34 


50 




Reactivation temperature 


220- 


350- 




Reactivation method : 
Live steam 


240 F. 
X 


600 F. 




Preheated gas or air 




X 




Pine gas - 




X 




Embedded elec. heaters - 


X 


X 




Embedded steam coils 


X 


X 




Weight of water at saturation, %, dry basis 




20-25 




Applications: 
Drvme 1 air _ - _ 




X 





suige. r ur euiciency, LWO scruDDers 
are piped in series. The towers are 
drained and a new scrubbing agent 
added as the agent becomes fouled, 
that is, when it becomes saturated and 
can no longer absorb carbon dioxide. 
The scrubbers are generally packed 
type towers and use a caustic solu- 
tion absorbing agent of sodium or po- 
tassium hydroxide. Sodium hydroxide 
(NaOH) is preferred since it has a 
high affinity for carbon dioxide and is 
relatively inexpensive. The chemical 
reaction in the scrubbers is as follows : 
2 NaOH + C0 2 -* Na 2 C0 3 + H 2 

(2) 5-ton and 20-ton plants. In these 
plants crude liquid oxygen from the 
phase separator is purified of its hy- 
drocarbon, C0 2 , and other impurities 
by passing it through an adsorber 
before rectification. The hydrocarbon 
adsorber is normally mounted as a 
double unit in parallel to permit by- 
passing and reactivation of a satur- 
ated unit while the other is in use 
(fig. 37). The vessels are cylindrical 
and are filled with a clesiccant such as 
silica gel and/or activated alumina. 
The adsorbers in the high pressure 
(5-ton) system differ from those in 
the low pressure (20-ton) in that they 
contain, in addition to the desiccant, 
porous bronze filters for filtering out 
particles of solidified carbon dioxide. 
Acetylene and other hydrocarbons, 
which entered as impurities in the air 
feed, are adsorbed by the desiccant. 
If the concentration of impurities in 
the air feed is not too high and the 
adsorber is serviced properly in rela- 
tion to the concentration, the adsorber 
prevents a hazardous accumulation of 
hydrocarbons in the rectification 
column. 
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Figure 87. Drying cyole in typical adsorber. 



proper conditions of temperature and pressure 
exist. To introduce this operation, it is neces- 
sary to note that the Joule-Thompson effect can 
liquefy a gas if the temperature is low enough 
to obtain the effect, and if the pressure drop is 
great enough. Therefore, by compressing and 
cooling air, then expanding it suddenly, the 
temperature will drop below the boiling point 
of air and liquefaction will occur. 

a. Process. 

(1) High pressure system,. Air passing 
through the third, or cold, heat ex- 
changer in the high pressure plant is 
reduced in temperature to approxi- 
mately 123 C. (190 F.), and is 
under approximately 3,000 psig pres- 

rm _. j j ;~ i,*a..ui_ 



valve where the pressure is suddenly 
reduced from 3,000 psig to about 70 
psig. Along with this pressure drop 
is a reduction in temperature to ap- 
proximately -179 C. (-290 F.), 
which liquefies part of the airstream. 
(2) Low pressure system. In the low 
pressure plant, liquefaction occurs in 
a third heat exchanger or liquefier. 
Air from the second heat exchanger 
enters the liquefying exchanger at 
about -170 C. (-274 F.)- In the 
liquefier, the temperature of the air is 
further reduced, by heat exchange be- 
tween the airstream and cold nitrogen 
gas, to a temperature of about 179 
C. (-290 F.). At this temperature, 
part of the airstream is liquefied. 

b. Phase Separation. In liquid oxygen 
plants, the partially liquefied air is passed 
through a phase separator before entering the 
rectification process. The function of the phase 
separator is shown in figure 38. Liquefied air 
and gas enter the side of the separator at a 
point about two-thirds of the height of the con- 
tainer. The heaviest liquid (crude liquid oxy- 
gen) falls to the bottom of the separator from 
whence it is drained. Then it goes to the hy- 
drocarbon absorber and the rectification col- 
umn. The gaseous part of the flow (primarily 
nitrogen) is discharged from the top of the 
separator. 

c. Expansion Valve. The expansion valve is 
used to obtain a cooling effect through the 
vaporization of a liquid or expansion of a non- 
ideal gas. The rate of expansion is controlled 



NITROGEN GAS OUT 




pressure inlet, increasing or restr 
opening through which the liquid or 
pass. Controlling the rate of expans 
stream passing through the valve rej 
drop in temperature resulting from 
sion (fig. 39). 

(1) High-pressure, system. Th: 
sion valves are used in th 
The first expansion vah 
plishes liquefaction of th< 
second is located in the cr 
oxygen line to further cool 
before rectification, and th 
used in the liquid nitrogen 
rectification process. 

(2) Low-pressure system. 1 
also uses three expansion vs 
first is used to cool crude 1 
gen before rectification. 1 
and third valves are used 1 
nitrogen-rich air and liquic 
respectively, in the rectifies 
ess. 

42. Rectification 

Liquid air, partially separated intc 
components (liquid oxygen and gas< 
gen) in the phase separator, must be 
further to insure a high degree of pu 
liquid oxygen and product. The leve 
required is on the order of 99.5 perc 
ally, the next step in the productioi 
oxygen is distillation. Eectification 
a repeated distillation process. 

a. Distillation. Distillation is the 
of the constituents of a liquid mixt 
partial vaporization of the mixtur 
separate recovery of vapor and resi 
process can be illustrated by takin 
mixture such as alcohol and water, 
a mixture is heated under controlled 
the resulting vapor will contain mai 
because the alcohol has the lower bo 



HIGH 

PRESSURE 

LIQUID AIR 



LOW PRESSURE 

AIR 

5 LBS PER 
SO. IN.-190C 




PER. SQ. IN. 
-145*C 



HAND WHEEL 



Figure SS. Cross section of expansion valve. 
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Figure 40. Distillation of alcohol. 

densed portion of a vapor previously evolved 
from the same still. A transfer of material 
and an interchange of heat result from this 
contact, causing a larger proportion of the more 
volatile compounds in the vapor than could be 
secured with a single distillation operation us- 
ing the same amount of heat. The condensed 
vapors, returned to accomplish this object, are 
termed reflux. The device which permits vapors 
from a still, on their way to a condenser, to 
flow counter-currently through to a portion of 
the condensate which has been returned as re- 
flux, is called a rectifying column or tower. 
Figure 41 is a simplified diagram of a rectify- 
ing- column. 



of the column. Oxygen, being heavier and less 
volatile than the other constituents of the rising 
vapor, tends to concentrate in the liquid as it 
flows toward the bottom of the column, while 
nitrogen, being more volatile than oxygen, 
tends to vaporize and rise to the top of the 
column. The amount and purity of the product 
that can be withdrawn from the bottom of the 
column depend upon the amount of area in 
which the vapor-liquid contact occurs and the 
efficiency with which contact is accomplished 
(fig. 42). 

d. Types of Columns. In rectification, two 
general types of towers or columns are used. In 
one the vapor-liquid contacting is done in bub- 
ble plates or trays, and in the other the tower 
is filled with packing to increase the wetted 
area avialable for continuous vapor-liquid con- 
tact. 

(1) Bubble plate column. A bubble plate 
or tray may contain as many as 300 
to 350 bubble caps. These caps are 
devices for bringing the liquid and 
vapor in the column into close contact 
for efficient scrubbing action. A bub- 
ble cap is a bell-shaped object which 
fits over the top of a short piece of 
pipe called a riser (fig. 43). The 
vapor rising from the trav below 
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Figure 41. Rectification process. 



through an oxygen-rich liquid seal 
covering the bubble caps. In this 
process gaseous oxygen in the rising 



liquid flowing downward by force of 
gravity and by vapor rising from the 
bottom of the packed column. Figure 
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Figure 42. Air rectification progress. 
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Figure 44. Sample of packing elements. 

low pressure systems. The high pressure sys- 
tem uses a modified double distillation column 
consisting of a low pressure column mounted, 
above a high pressure column and between 



nit; stune us 111 uie iug.ii pressure sysi.mii. 
Figure 46 shows the functions of the column 
and condensers in the low pressure system. 
The rectification column in both systems is of 
the bubble plate type. 

(1) Hiffh pressure condenser. Nitrogen- 
rich air leaving the phase separator 

TO NITROGEN RECEIVER 



enters me nign pressure 
where it is purified (95 perce 
gen) by rectification. The hij 
nitrogen then enters the hi 
sure condenser where it is a 
as a nitrogen-rich liquid. 1 
perature reduction necessary 
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purity, low temperature liquid oxygen 
produced in the low pressure column, 
which surrounds the condenser tubes 
and causes the nitrogen to condense 
by heat exchange. The resulting in- 
crease in temperature of the LOX 
(liquid oxygen) causes a small amount 
of it to boil off. The liquid nitrogen, 
which drops to the bottom of the con- 
denser, is expanded through an ex- 
pansion valve, and flows into the top 
of the low pressure column to aid in 
the rectification process. 
(2) Low pressure column. The process of 
rectification of liquid oxygen which 
takes place in this column has been 
described in d above. The fluid 
streams entering the column to pro- 
duce rectification are the liquid nitro- 
gen produced in the condenser and 
crude liquid oxygen from the phase 
separator which has been expanded 
through the oxygen expansion valve 
and has passed through a hydrocarbon 
adsorber. Liquid oxygen of high 
purity is drawn from the reboiler con- 
denser while gaseous nitrogen is re- 
moved at the top of the column. 

/. Liquid Oxygen Subcooler. In both high 
and low pressure systems, the crude liquid oxy- 
gen is passed through a heat exchanger before 
entering the rectifying column and the pure 
liquid oxygen is passed through another heat 
exchanger upon leaving. These heat exchang- 
ers, called subcoolers, assist in the rectification 
process in the first instances, and in the second 
case, reduce the amount of liquid oxygen lost 
due to boiloff during the transfer to storage. 
Figure 47 and 48 are simplified diagram of the 
flow of air, nitrogen, and oxygen in the high 
and low pressure systems, respectively. Pres- 
sures and temperatures shown are approxi- 
mate. 



pended." The gas is cooled in the pr 
attempt is made in the Claude proces 
fy the gas during the work cycle and 
serves only to precool the gas. The 
faction is made by the Joule-Thomps 
sion similar to that used in the Line 
Consequently the compression, p 
(scrubbing and drying), and separa 
of gas-generating plants using either 
or Claude process are essentially the 
would differ only in the methods by < 
precool the high-pressure gas. 

44. Plant Operating System 

a. A-2 Plant. In this section tl 
oxygen, nitrogen, and caustic throng 
gas-generating plant (the A-2 plant) 
Linde process, such as shown in fij 
traced in greater detail. 

(1) Oxyyen system. Before pi 
can be charged into the cyli: 
fold, the pressure must be 
a value regulated by th< 
rating of the cylinder. Tl 
by passing the oxygen into 
eating pump (fig. 49) sp 
signed to handle liquefied g; 
temperatures. From the 
oxygen is used as a refrige 
three-stage heat exchange] 
absorbs heat from the air. 
gen leaves the last section 
changer as a high-pressure 
proximately ambient tc 
(surrounding air tempera 
passes to the charging mar 
stored for future use. 

(2) Liquid oxygen. The A-2 o 
erating plant is also capal 
ducing liquid oxygen in sn 
ties. This is especially ui 
there are no empty cylinc 
diately available, but it is k 
will be a heavy requiremei 
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OXYGEN DISCHARGE 




COMPRESSION STROKE 

o 4!>. Cross sectional view of liquid oxygen pump. 

the requirement arises, the liquid is 
pumped from the storage unit through 
an atmospheric vaporizer (where it 
changes to the gaseous state) to the 
cylinder charging manifold. 
(3) Nitrogen system. 

(a) Normal operation for oxygen pro- 
duction. When the A-2 plant is set 
up to produce oxygen, nitrogen is 
removed from the top of the column 
and is passed through the nitrogen 
subcooler, into the jacket of the 
three-stage heat exchanger. The 
cold nitrogen that flows around the 
air oxygen coils increases the rate 
of heat transfer between oxygen 
and air bv maintaining the temner- 



is further split to direct part of the 
nitrogen to the silica gel dryers to 
regenerate the dryers, while the re- 
mainder is directed to the freon 
evaporative cooler and used as a 
cooling agent. Before entering the 
inoperative dryer in the regenera- 
tive cycle the nitrogen is heated by 
passing the nitrogen through ther- 
mostatically controlled electric heat- 
ing coils so that it can absorb a 
larger amount of moisture. The 
moisture-laden nitrogen from the 
dryer is then vented to the atmos- 
phere. 

(&) Normal operation for nitrogen pro- 
duction. If the production of pure 
nitrogen is desired rather than oxy- 
gen, only the high-pressure distilla- 
tion column is used. Instead of ni- 
trogen being used as the reflux, it is 
passed to the oxygen-nitrogen pump, 
compressed, and charged into the 
cylinder manifold. Conversely, when 
the plant is producing nitrogen, the 
oxygen generated is vented to the 
atmosphere. 

(4) Caustic system. In the compression 
cycle, a caustic solution such as NaOH 
(sodium hydroxide) or KOH (potas- 
sium hydroxide) is used in the scrub- 
bers to remove carbon dioxide from 
the air. The flow system can be fol- 
lowed by reference to figure 36. Water 
and a measured amount of caustic are 
added in a mixing tank and pumped 
into the caustic towers where the mix- 
ture is sprayed through nozzles coun- 
tercurrent to the flow of incoming air. 
The carbon dioxide in the air is ab- 
sorbed by the caustic solution, which 
flows out the bottom of the tower, is 
filtered, and again recirculated. Since 
the absorption capacity of the caustic 
is limited, the solution is periodically 



scrubber system for CO, removal. The 20-ton 
plant is basically the same as the 5-ton plant, 
with the exception that it is a low-pressure sys- 
tem. Neither the 5-ton nor the 20-ton is con- 
cerned with gas production. 

c. Liquid Nitrogen Production. Since liquid 
nitrogen is generated simultaneously with 
liquid oxygen, it may become the primary prod- 
uct, if desired. When emphasis is placed on 
liquid nitrogen production, the quantity of 
liquid oxygen produced will be greatly reduced 
and it will reach a very high purity. 

(1) High pressure plant. Liquid nitrogen 
production in the high pressure (5- 
ton) plant is taken from the high pres- 
sure column as part of the same 
stream used as reflux in the low pres- 
subcooler, a valve, and into a receiver 
in the cold box of the plant. When the 
receiver is full, it is transferred to an 
exterior storage container. 

(2) Low pressure plant. A separate ni- 
trogen column is used to liquefy and 
purify nitrogen in the low pressure 
(20-ton) plant. Nitrogen-rich air 
from the top of the phase separator is 
passed through an expansion valve. It 
flows into the nitrogen column where, 
in a method similar to the high pres- 
sure side of the double column (1, fig. 
45), it is purified and condensed. 
Crude LOX from the phase separator 
enroute to the oxygen column is used 
as a reflux agent. Liquid nitrogen 
then flows into a receiver in the cold 
box and is periodically transferred to 
an exterior storage container. 

d. Meters and Gages. In any process, the 
control of fluid flow, and of its temperature, 
pressure, and liquid level, is important. These 
variable determine the speed or hazard of the 
reaction, and when the reaction will begin. A 
meter or gage is placed on all process variables 
in a gas generating system at a predetermined 



(3) Indicate or record, or both 
ables and sound a warni 
these variables deviate abo\ 
a predetermined safe opear 

(4) Merely signal on the rise 
pressure or temperature, 
the closer these variables mi 
the more complex the instri 
system. In the generation 
lene, for example, it is imp 
the safe operation of the 
that the temperature, pre; 
liquid level in the acetylei 
kept constant. Similarly, tl 
used in this unit are both it 
ate and more complex than t 
in other generating system 

e. Valves. A valve controls the fl 
liquid, or plastic (slurry) in aline. 1 
are used in the gas-generating s y s 
scribed in this manual. They are d: 
automatic and manual types. 

(1) Automatic. 

(a) Control valves. These 
electric- or air-operated i 
tuated by a control inst 
the pressure of the flowii 
(fig. 50) . Varying aii 
causes flexing of the 
which works against spry 
Flexing of the diaphra; 
the valve to open and clos 
more or less gas or liqu 
When the control valve 
stalled in the line only ' 
the amount of flow, they ; 
straight-throuyh valves. 
termed diverting-type VE 
their position in the line < 
the direction of flow or t 
of fluid which will travel 
rection. The diverter tj 
likened to a tee in a pipel 




GAS OR LIQUID 

Figure !>(>. Diap/iraffm-oporated control valve. 

sion is preset. When the pressure 
exceeds this spring 1 setting, the 
valve opens, vents the gas, and re- 
lieves the pressure. 

(2) Manual (figs. 52 and 53). Manual 
valves are similar to those used on 
water or steam radiators. They vary 
in size and body design, but all are 
designed to cut off the flow of fluids 
by moving a gate, a plug, or other 
movable member across the pipe open- 
ing. In all processes, these valves 



(c) Act as sampling valves to remove 
representative samples of the prod- 
ucts and test these samples for 
purity. 

45. Summary 

Oxygen and nitrogen gas-generating units 
will generally follow the same series of unit op- 
erations irrespective of manufacture. However, 
since the design of the equipment will vary 
among units, no attempt is made in this manual 
to describe the equipment in detail. The reader 
is referred to the maintenance manual on the 
particular unit involved. 
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Figure 52. Gas pressure reducing valve. 




Figure 53. Hand com 



Section IV. PLANT LAYOUT 



46. Introduction 

Primary consideration in setting up and oper- 
atnig the plant are purity of the air source and 
a readily accessible and well drained location. 
The size of the plant itself and the large quan- 
tities of fuel and other supplies needed to oper- 
ate the plant make those factors important. A 
well drained location insures hard standing for 
the equipment and prevents dangerous accumu- 
lation of oxygen and hydrocarbon in the vicin- 
ity. Because of the possibility of air contamina- 



47. Site Selection 

Liquid oxygen and nitrogen 
require an area approximatel 
free of trees, underbrush, 1 
other combustible materials, 
should be nearby. The area 
at a safe distance from motoi 
facilities as described below. 

a. Separation Distances. 
(1) Keep a minimum dii 
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Figure 54. Representative diagram for generator arrangement in the field. 



100 feet from any building, other than 
those structures used exclusively for 
activities related to such production. 
Do not operate liquid oxygen gener- 
ators near living quarters, messhalls, 
and other personnel facilities. Access 
to areas used for either generation or 
storage should be restricted. Post 
"No Smoking" signs 100 feet from 
generators or supplies of liquid oxy- 
gen. 

(4) Do not park vehicles loaded with gase- 



with such items as oils, other flamma- 
ble liquid, sawdust, coal, charcoal, or 
any highly combustible material. 

(5) Do not dump liquid oxygen near the 
oxygen generator, nor near living 
quarters, shops, repair yards, and 
other general sources of ignition. At 
the point selected for dumping liquid 
oxygen, terrain conditions should 
minimize the possibility of the concen- 
tration of gaseous oxygen in the intake 
air for internal combustion engines. 
At the low temperature conversion 



enriched atmosphere over a wide area. 
Protect discharge point from strong 
winds blowing toward the generator 
or other equipment. Whenever liquid 
oxygen in the generator storage con- 
tainer is to be dumped, it should be 
piped from its container to the dis- 
posal area. Use nonferrous pipe 
and fittings. Under normal operat- 
ing conditions, pressure in the pipe 
woud not be a problem, but 
there is a possiblity that freezing could 
block the pipe. The discharge line be- 
tween the plant and dump should not 
contain two valves, because accidental 
closing of both may explode the line. 
Locate the discharge end of the pipe 
where the liquid oxygen being dumped 
is discharged into an open metal con- 
tainer (steel, copper, or aluminum), a 
sand or gravel pit, a pit with a gravel 
bottom, or a natural watercourse with 
a sand or gravel bottom. In all cases, 
it is advisable for the surface of the 
dumping area to slope away from the 
point of liquid oxygen discharge, and 
for the end of the discharge pipe to be 
high enough above the dumping bed to 
insure that it will not be obstructed. 
Never dump liquid oxygen on dead 
vegetation, leaves, or decayed material 
often found ni wooded areas. Clear 
dumping pits down to the subsoil. 
Tree roots in dumping pits, or exposed 
on the bank of a watercourse, are not 
hazardous. 

(6) Forested areas are serious fire haz- 
ards, particularly in dry weather. 
Wooded areas restrict air movement 
and reduce the rate of dissipation of 
dumped liquid oxygen. Unless vegeta- 
tion is of utmost importance in cainou- 
flage, do not set up a liquid oxygen 
plant closer than 100 feet from a for- 



is likely to change the atmospheric em 
and should be avoided. Combustible i 
such as acetylene, that have low solii 
liquid oxygen are particularly dangei 
they concentrate or build up within 
Acetylene, either from ambient air : 
from breakdown of lubricating oil in ?. 
pressor, has been known to have caus 
sions in oxygen generation equipmenl 

48. Site Preparation 

Place liquid oxygen generators ai 
ment for charging containers on a cl 
area. A concrete or sand and gravel 1 
is recommended for the area under anc 
to mobile generators. Do not use oil ( 
surfaces. The joints for concrete h 
should be made of noncombustible 1 
patible material. Timbers may be usi 
port van jacks over a clean earth surf; 
it is impossible to provide concrete or 
gravel. Timber is combustible, but 
considered an explosive hazard if liqu 
contacts smooth-surface timbers. V 
slope of the ground might allow spilli 
oil from the air source semitrailer c 
system to flow toward the column se 
dikes or trenches should be provided 
for safe runoff. Where feasible, place 
under trailers to catch spilled fuel oil 
cant. In place of drip pans, use non 
ble, absorbent materials or clean, loos 
least 1 inch thick, but remove this ma 
replace it if it becomes oil soaked. 

49. Operating Notes 

Safe, efficient operation of liqui 
plants requires the operator to be fam 
the information presented in this mi 
with the operating procedures pres 
other technical manuals appropriate 
equipment. Operating procedures an 
tions are generally applicable to liqu 
Gauinrnent now in use. Detailed in 



are two ol me most prooaDle causes 01 
equipment malfunction. Avoid con- 
taminating the lines and fittings with 
oil and dirt. Purity standards for han- 
dling and testing should be according 
to Federal Specifications BB-0-925. 
Oxygen purity can be measured by re- 
acting the oxygen product gas in a 
test apparatus solution using a solu- 
tion of 1 part of 28 percent ammonium 
hydroxide solution and 1 part distilled 
water saturated with ammonium 
chloride. Figure 55 shows the test set 
with the nomenclature of its parts. 
(2) Hazardous concentrations of acetylene 
are not expected where the air supply 
is relatively pure, the hydrocarbon 
filters are properly maintained, and 
the plant is drained and defrosted once 
a week. Under other conditions, sam- 
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pies ot liqind oxygen should be an- 
alyzed periodically for acetylene con- 
centration. This is generally the most 
important test, and makes use of the 
Ilsovay test equipment. Total hydro- 
carbon concentrations in liquid are im- 
portant, but tests can only be made 
with complicated equipment not avail- 
able in Army supply channels. If the 
plant is operated in open country and 
free of elements listed in paragraph 
47a, other hydrocarbons such as 
methane, ethane, or ethylene are either 
not present or of insufficient concen- 
tration to be considered. 

b. Oxygen Test Procedure. For detailed in- 
formation on checking the condition of oxygen 
generating and testing the purity of oxygen, see 
TM 5-3655-204-10. 
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set is similar in design and principle to the oxy- 
gen test set. A pyrogallol solution is used for 
the test and the reacting tube is filled with small 
glass tubes to provide a larger contact surface 
(fig. 55). 
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information on checking the condition of nitro- 
gen generating equipment and testing the pur- 
ity of nitrogen, see TM 5-3655-204-10. 



Section V. SAFETY AND PROTECTIVE MEASURES 



51. Safety Precautions 

This section will cover the specific safety pre- 
cautions associated with the generation of oxy- 
gen and nitrogen. The general precautions for 
these matrials stored in cylinders are covered 
in section V, chapter 5. The refrigerating sys- 
tem in the oxygen and nitrogen plant uses freon 
as the refrigerant because of its nontoxic and 
nonflammable characteristics. The specific safe- 
ty precautions covering all types of refrigerants 
(ammonia, methyl chloride, and sulfur dioxide) 
are not covered in this manual but can be found 
in AR 700-8120-1. Other information per- 
taining to safety measures will be found in 
paragraphs 47 through 49 above. 

a. Oxygen. 

(1) Never permit oil, grease, or other 
readily combustible substances to come 
in contact with oxygen cylinders, 
valves, regulators, gages, and fittings. 

(2) Never lubricate oxygen valves, regu- 
lators, gages, or fittings. Do not han- 
dle oxygen cylinders or apparatus with 
oily hands or gloves. The uncontrolled 
contact of oil and oxygen under these 
conditions may cause an explosion. 

(3) Never use oxygen from a cylinder 
without reducing the pressure through 
a suitable regulator. 

(4) Use only approved oxygen regulators, 
hose, and other appliances. 

(5) Never use oxygen cylinders for other 
than oxygen service. 



used. The mixture of oil with oxygen 
can result in an explosion. 

(7) Never use compressed oxygen or any 
other compressed gas for cooling the 
body or for blowing dust from cloth- 
ing. 

(8) For cleaning purposes, use trichloro- 
ethane (Fed. Spec. 0-T-620a) or any 
drycleaning agent of similar quality 
and characteristics. Do not use carbon 
tetrachloride, gasoline, or other or- 
ganic solvents. The area where clean- 
ing operations take place must be well 
ventilated because the fumes of tri- 
chloroethane are poisonous. Person- 
nel should keep on the windward side. 
Gas masks are effective only when the 
work is done in the open. When 
cleaning indoors, use a standard 
breath apparatus such as the M15. 

b. Nitrogen. 

(1) Nitrogen is an inert gas and therefore 
creates no special problem of handling. 
However, in certain areas, such as the 
interiors of storage vessels that do not 
have sufficient ventilation, a high con- 
centration of nitrogen can lead to the 
danger of suffocation. 

(2) Nitrogen cannot be used for inert-gas 
shielded welding because the high tem- 
perature required can cause nitrogen 
to combine with other substances. 

c. Liquid Oxygen. The properties of liquid 
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(1) In plant facilities. 

(a) Install automatic showers portable 
or fixed, in each plant site. 

(b) Install an adequate number of fire 
hydrants at each plant site, 
equipped with sufficient hose and 
fog nozzle. If there is no piped 
water supply, station at each plant 
site a fire truck or water storage 
container fitted with pumps, hose, 
and fog nozzle. 

(c) Locate a fire alarm at a convenient 
point within the plant site. 

(d) Place a medical aid station within 
the plant site, and equip it to treat 
first aid type injuries. 

(2) Prc-start Inspection. 

(a) Insure that equipment is grounded 
and positioned properly with re- 
spect to wind direction. 

(b) Remove combustibles from plant 
area. 

(c) Make visual check of equipment to 
determine safe operating condition. 

(d) Inspect pop-valves to determine 
condition and seals ; replace dam- 
aged valves. 

(e) Inspect interconnecting air lines 
and hoses to determine condition 
and tightness of connections. 

(/) Check that all valves are properly 
set and that an outlet is provided for 
any excessive pressure condition. 

(3) During-operation inspection. 

(a) Insure that process air is flowing 
through the 5-ton plant before the 
freon system is in operation. 

(b) Insure that the seal air and lube 
oil to the 20-ton expansion turbine 
is in operation before starting the 
turbine. 



(f) Maintain a nign degree ol cleanli- 
ness at all times to prevent acci- 
dents. Emphasize that no oil will 
be permitted in areas where liquid 
oxygen is present. 

(g) Make sure that oily rags are re- 
moved from plant area and that 
personal clothing is clean. 

(h) Prohibit smoking. 

(i) Insure that all transfer and draining 

lines are tight. 
O') Be continually alert to operating 

pressures and temperatures. 
(k) Maintain an accurate log sheet to 

record plant operation. 

(4) Shutdoivn operations. 

(a) Do not dispose of liquid at a rate 
which cannot readily vaporize or 
which increases the oxygen content 
of the atmosphere surrounding the 
plant. 

(b) Be sure that the area into which 
liquid oxygen is drained is free of 
combustibles and hydrocarbons. 

(5) Preparation for movements. 

(a) Make certain that all liquid has been 
drained and that the plant is warm. 

(b) Close outlets to atmosphere to pre- 
vent dirt from entering any part of 
the system. 

(6) Maintenance precautions. 

(a) Make sure that tools and clothing, 
particularly gloves, are free of oil, 
carbon, and dirt. 

(b) Use only authorized cleaning com- 
pounds and materials. 

(c) Insure that materials and repair 
parts are suitable for use with the 
temperatures and pressures of the 
service to which they are applied. 

(d) Use only the prescribed threading 
norrmounds. 



\n > vusei ve 

welding; insure that liquid oxygen 
equipment is free of oxygen vapors 
before welding. 

(7) Emergency action. In the event of a 
liquid oxygen injury or an oxygen-fed 
fire, immediate action is necessary to 
give medical aid to personnel and to 
extinguish the fire: 

(a) In cases where individuals have 
been splashed with liquid oxygen or 
have parts of their bodies sub- 
merged in it, immediately wash the 
affected area with fresh water. Re- 
move such persons from the area to 
to receive further treatment from 
a medical officer. Report person- 
nel injuries to proper authorities. 

(b) Liquid oxygen fires present a prob- 
lem because the fire is provided with 
a plentiful amount of oxygen in 
highly concentrated form. Because 
removal of the oxygen is out of the 
question and cooling below the igni- 
tion point is difficult, the fire is re- 
stricted with large quantities of 
water. Water has the added ad- 
vantage of flusing the area and re- 
moving the liquid oxygen, as well as 
cooling the combustible material. 
Liquids and solids in general ignite 
at much lower temperatures in a 
high oxygen atmosphere. Plenty of 
water (solid stream of fog of high 
or low velocity) is the only effective 
means of fighting liquid oxygen 
fires. Other permissible fire fight- 
ing materials are chemical (pow- 
der) foam and carbon dioxide or 
another inert gas. Do not use the 
soda-acid extinguisher, mechancial 
(liquid) foam, methyl bromide, nor 
carbon tetrachloride. 

1 Tips and Techniques. 

(1) Do not bring hot objects into the plant. 



(1) Introduction. The term "freon" cov- 
ers a group of refrigerants which are 
available commercially under number 
designations: freon 11, 12, 22, and 
114. For example, freon 12, the most 
common, is chemically known as di- 
chlorodifluoromethane, has the form- 
ula CC1 2 F 2 , and is composed of carbon, 
chlorine, and flourine. The freon re- 
frigerants are nonflammable, nontoxic, 
nonexplosive. However, in the pres- 
ence of fire or red hot metal, they de- 
compose to form phosgene which is 
extremely toxic. 

(2) Safety rules for freon. Freon cylin- 
ders are subject to the same handling 
and refilling rules that are given for 
ammonia cylinders except that stand- 
ard freon cylinders are of 5-, 25-, and 
150-pound capacities. Avoid over- 
charging the cylinders. Insure the 
cylinders are empty before using by 
opening their valves and venting them 
out-of-doors. Carefully weigh the cyl- 
inders, and repeat this weighing 
while filling; if any cylinder is acci- 
dentally overfilled, discharge the ex- 
cess gas slowly. 

(a) Men who service freon refrigera- 
tion systems should wear safety 
goggles to avoid the chance of 
liquid freon coming in contact with 
their eyes and causing injury be- 
cause of the freezing effects of the 
liquid. 

(&) Should a man be overcome by lack 
of oxygen in a working space be- 
cause of a high concentration of 
freon gas, he should be treated as in 
a case of suffocation; artificial res- 
piration should be started immedi- 
ately. 

52. Fire Fiqhtina 



erating area to prevent small fires from spread- 
ing and reaching major proportions. The suc- 
cessful employment of fire extinguishers, how- 
ever, depend on their quick use and the skill of 
the user. Thus, it is imperative that all per- 
sonnel associated with the generation of com- 
pressed gases becomes familiar with the loca- 
tion and operation of the fire extinguishers in 
the area, and that standard operating proced- 
ure be established for periodic inspection of ex- 
tinguishers. Before studying the types and 
proper operation of portable fire extinguishers, 
however, gas-generating personnel should re- 
view or become familiar with both the classifi- 
cation of fires and the flammability and ignition 
point of materials with which they will come in 
contact. 

a. Classification of Fires. Accepted practice 
usually classifies fires according to the fuel in- 
volved and the fire-fighting procedures which 
must be used to extinguish them. (For liquid 
oxygen's hazards see paragraphs 51 and 53.) 

(1) Class A. Class A fires are those in 
ordinary combustible materials where 
the cooling or quenching effect of 
water or solutions containing water is 
the extinguishing factor. Examples 
of combustible materials in this class 
are paper and wood. 

(2) Class B. Class B fires are those in 
flammable liquids and greases. Air 
exclusion or blanketing are essential 
in extinguishing these fires. Examples 
of class B fires involve all types of pe- 
troleum products. 

(3) Class C. Class C fires are those in 
electrical equipment where a noncon- 
ducting extinguishing agent is of first 
importance. Class C fires are pri- 
marily electrical fires in motors, trans- 
formers, and the like. 

b. Flammability of Common Materials. See 
tables V and VI. 



( 1 ) Water-pump tanks. Water-pump 
tanks, issued in 2i/ 2 -, 4-, and 5-gallon 
sizes, have a fixed pump which can 
throw a stream of water 30 to 40 feet 
(fig. 56). Since their extinguishing 
agent is water, they are best suited 
for class A fires. To receive the maxi- 
mum effect, use a series of short, rapid 
strokes of the pump to provide a con- 
tinuous stream. Keep the nozzle as 
close as possible to the fire and direct 
the stream of water at the base of "the 
fire instead of at the smoke and flame. 

Table V. Flammability Limits and Ignition 
Temperatures of Liquids 



Liquid 


Limit of 
flnmmiibility 
Percent by 
volume 


Ignition 
tumnerature 


Gasoline, 73 octane_ 
Gasoline, 92 octane_ 
Gasoline, 100 octane 
Fuel oil No 1 


1.50 to 7.40 
1.50 to 7.60 
1.45 to 7.50 


300C.(570"F.) 
390C.(734F.) 
430C.(804F.) 
38"C.(100F.) 


Fuel oil No. 2 




38C.(100 F.) 


Acetone __ _ 


2.55 to 3.00 


700C.(1232F.) 


Methanol 


6.70 to 7.30 


555C.(1031F.)* 








Freon 


None 


None 


Caustic solution 


None 


None 



In oxygen. 



Table VI. Flammability and Explosive Ranf/e of Gases 



Gns 


Flamnwliie 


Flammable ranpre 
with nil- (%) 


Acetylene 


Yes 


2.5 to 80.0 




Yes 


16.0 to 26.0 


Butane - - - 


Yes 


1.6 to 6.5 


Carbon dioxide _ _ 


No 


None 


Chlorine 


No 


None 


Helium 


No 


None 


Hydrogen 


Yes 


4.1 to 75.0 


Methyl chloride 


Yes 


8.3 to 19.7 


Nitrogen - 


No 


None 


Oxvircn 


No 


None 


Pi'op&ne 


Yes 


2.1 to 7.5 


Sulfur dioxide 


No 


None 
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(2) Soda-acid extinguishers. 



Soda-acid 

KA Pun/') a _ 




21, GALLON 
TYPE 



5 GALLON 
BACK-PACK TYPE 



5 GALLON 
TYPE 




Figure 5G. Water-pump tanks. 

suspended bottle containing 4 ounces 
of sulfuric acid empties into the soda 
solution, producing carbon dioxide gas 
under pressure which expels water for 
a distance of 30 to 40 feet. The car- 
bon dioxide has little or no extinguish- 
ing value. The soda-acid extinguisher 
is best suited for a class A fire. Carry 
the soda-acid extinguisher to the fire 
in upright position and invert only 
when ready to use, because the fluid 
flows continuously until gone or until 
the extinguisher is placed upright 
again. As with the water pump type, 
direct the stream so the solution cools 
and quenches burning material at the 
base of the fire. Protect against 
freezing in colder climates by placing 
the extinguisher in a heated building 
or in a closed box where a heating de- 
vice has been installed. Chemicals can- 
not be added to lower the freezing 



Figure 57. Soda-acid type extinguisher. 

the surface and isolating the fuel from 
the air. Fluids such as alcohol and 
acetone require a special foam because 
they act as a solvent and destroy 
standard foam bubbles. Foam extin- 
guishers are similar to the soda-acid 
extinguisher. However, because the 
material discharged is a foamy mass, 
a larger nozzle is needed. The extin- 
guisher has an outer chamber holding 
a mixture of sodium bicarbonate and 
several quarts of water, and an inner 
chamber holding a solution of alumina 
sulfate in 21/i pints of water. To these 
chemicals a foam stabilizer is added. 
Apply foam to a flaming liquid surface 
as gently as possible. This can be done 
either by hitting against the walls of 
the container, thus allowing the foam 
to cover the surface without splash- 
ing, or by applying foam at the ex- 
treme rane-p. of thp. s t r p. a m. so it 




Figure, 58. Foam type extinguisher. 

(4) Carbon dioxide extinguishers. Car- 
bon dioxide extinguishes fires by dis- 
placing air or diluting its oxygen 
content and is best suited for class B 
fires (fig. 59). In operation, the 
liquid carbon dioxide under pressure 
in the tank is released to the atmos- 
phere where it changes to a vapor, 
expanding in a ratio of approximately 
500-to-l at a temperature discharge of 
79 C. (-110 P.). Though this 
temperature is quite low, the heat- 
absorbing capacity of carbon dioxide 
is still limited, being only about 10 
percent as efficient as water. The 
relatively high internal pressure gen- 
erated by carbon dioxide when sub- 
jected to comparatively normal tem- 
perature changes limits the location of 
such extinguishers. For example, at 
18 C. (0 F.) the internal pres- 



(5) 
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pressure characteristic requires con- 
tainers of heavy materials. For exam- 
ple, an empty 15-pound extinguisher 
weighs about 35 pounds. In use, 
direct the discharge at the base of the 
fire, because carbon dioxide gas ex- 
tinguishes fire by air exclusion. Move 
the discharge horn of the extinguisher 
at a moderate rate to form a bank of 
inert vapor between the blazing and 
extinguished portions of the fire. 
Rapid movement dissipates the vapor 
as it is discharged; too slow move- 
ment may discharge more than is 
needed at one point. Since it works 
by excluding air this type of extin- 
guisher is most effective in a confined 
space where the gas can blanket the 
fire. In this case, personnel must use 
caution to avoid breathing too much 
of the gases produced. Carbon di- 
oxide extinguishes fire by depleting 
the oxygen supply to below 15 percent, 
which is also the critical concentra- 
tion for sustaining human life. The 
chief hazard to personnel using this 
type of extinguisher is suffocation. 
The freezing effect of the snow is not 
serious unless exposed portions of the 
skin are directly sprayed. 

Carbon tetrachloride extinguishers. 
Carbon tetrachloride extinguishers 
(fig. 60) use a special extinguishing 
compound having a carbon tetrachlor- 
ide base with certain ingredients 
added to lower the freezing point and 
resist corrosion. The Army uses 
pump-operated and stored-pressure 
types. The 1-quart size is of two 
types, one pumping out the liquid 
directly and the other pumping in 
air to expel the liquid. Carbon tetra- 
chloride is very volatile, evaporating 
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50 POUND 
SUPPLY CYLINDER 



50 POUND 
SIZE 



Figure 5S. Carbon dioxide extinguisher and 
supply cylinder. 

for electrical fires. Carbon tetra- 
chloride absorbs water vapor, creat- 
ing a corrosive mixture that attacks 
the extinguisher. The fluid must be 
kept in sealed containers as a protec- 
tion against atmospheric moisture. 
Commercial carbon tetrachloride for 
cleaning or solvents should not be 
used in extinguishers. Whenever us- 
ing a carbon tetrachloride extin- 
guisher, particularly when hot metal 
may be present in a confined space, 
ventilate the area as much as possible 
and leave the area immediately when 
the fire is extinguished. The impor- 
tance of getting out of the fumes pro- 



vide greater coverage. Wher 
tanks or vats, direct the extin 
fluid against the container 
other freeboard. Do not d 
stream into the burning liqul 

53. Handling Liquid Oxygen 

The handling of liquid oxygen pres 
tain problems and hazards, which st 
two general sources: the chemical ac 
oxygen and the extremely low temj 
involved. 

a. Chemical Activity. One of the 
results from the chemical affinity of ox 
certain materials. Because liquid o: 
chemically stable only as long as th 
complete absence of oxidizable materi; 
ment must be clean. All vessels or pi] 




cleaned before use. Complete provision must 
be made to prevent organic material from com- 
ing into contact with the product. The gas 
resulting from the vaporization of liquid oxy- 
gen will support rapid combustion, so liquid 
oxygen must be kept away from flames or flam- 
mable materials. Make sure there is adequate 
ventilation, thus avoiding oxygen concentra- 
tion. Concentrations of gaseous oxygen are 
likely to cause rapid oxidization of numerous 
porous or finely divided organic materials, 
which would cause spontaneous combustion 
after only a few minutes of exposure. Pure 
oxygen mixed with flammable gas would result 
in a violent explosion. 

b. Low Temperature. The very low temper- 
ature of liquid oxygen presents a hazard to 
persons working with it unless proper safe- 
guards are taken. Careful training of person- 
nel is essential to minimize accidental spilling, 
to avoid damage because of the coldness of the 
liquid. The liquid oxygen when spilled on flesh 
produces an effect similar to a scald or burn, 
and is treated the same. Unprotected surfaces 
of metal carrying the liquid are hazards. 

c. Handling Precautions. 

(1) Wear prescribed protective clothing 
and use prescribed equipment when 
handling liquid oxygen (fig. 61). 
These will include fireproof coveralls, 
plastic face shield, asbestos gloves, 
and sparldess tools. 

(2) If exposed to dense oxygen vapors, do 
not smoke, work with open flames, or 
go near mechanical equipment until 
clothing has been changed or com- 
pletely aerated. 

(3) Keep adequate water supply, prefer- 
ably safety showers, available in trans- 
fer and storage areas. 

(4) Use only personnel who are familiar 
with the properties of liquid oxygen 

with stnvacrp and transfer eauin- 




Figure HI. Protective clothing. 

nated for that particular purpose, and 
keep it clean and protected from dirt 
or oils when not in use. 

d. Toxicity. Although liquid oxygen is con- 
sidered nontoxic, continued breathing of oxy- 
gen gas produces a narcotic, light-headed effect 
However, prolonged breathing can cause death 
by over-oxygenating the blood. Breathing oi 
cold oxygen vapor can damage the lungs. 

e. Fire Hazards. See paragraph 52. 

/. Permitted, Equipment and, Materials. 



(2) Use only metals specified for use with 
liquid oxygen. Some of the suitable 
metals are : 

(a) Pure nickel. 

(b) Nickel-copper alloy. 

(c) Inconel. 

(d) Copper. 

(e) Aluminum, or aluminum alloys. 
(/) Annealed brass. 

(g) 18-8 stainless steel. 
(h) Silicon bronze. 

(3) Because of the large temperature 
changes associated with oxygen serv- 
ice, make adequate provision for axial 
expansion and contraction of all sys- 
tems carrying liquid oxygen. Avoid 
large tensile stresses because all met- 
als lose ductility at low temperatures. 

fir. Prohibited Equipment and Materials. 
(1) Do not use equipment not made or 
treated specifically for oxygen service. 
This applies particularly to pressure 
gages that may have been tested with 
oil or other objectionable material. 



(2) Consider all materials unsuitable un- 
less specifically approved. The follow- 
ing are known to be definitely unsuit- 
able: 

(a) Carbon steel. 

(b) Cast iron. 

(c) Plastics, unless specifically author- 
ized. 

(d) Rubber and related materials. 

(3) Installed wiring that may be subjected 
to abrasion or other wear must be re- 
duced to a minimum. Where required, 
it must be of an approved design or 
protected adequately by being placed 
in a metal casing or conduit. Install 
only specifically approved electrical 
equipment in oxygen handling or stor- 
age compartments. Be particularly 
careful to insure that proper electrical 
connections are made and that no over- 
heating, shorting, or sparking will 
occur. 



Section VI. FILLING CYLINDERS 



54. Oxygen 

Cylinders properly serviced and ready for 
filling with oxygen or nitrogen should have 
their valves closed to keep the cylinders dry and 
readily available for the charging rack. The 
following procedures should be used in charging 
cylinders with oxygen: 

a. Fasten cylinder securely to the charging 
rack and attach the valve to the pigtail on the 
charging manifold. See figure 62 for a typical 
charging manifold. Do not fill less than four 
cylinders at a time, otherwise cylinders will be 
filled too rapidly and become overheated. 

b. Tighten filling leads from charging rack to 
cylinders. 
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cylinders to cool to room temperature. Then 
start compressor again. 

e.. After cylinders are filled to operating pres- 
sure, close cylinder valves and apply soapy 
water (again using 100-percent pure olive-oil- 
base soap) over valve outlets to check for leaks. 
Pressure is checked by the gage on the cylinder 
rack. 

/. Screw valve outlet cap tightly on valve 
outlet. 

g. Screw valve protection cap on cylinder 
neck ring. 

h. Remove cylinders to storage. 

i. Plain and permanent markings are stamped 
into the metal of the cylinder shoulder, top, or 
neck. Markings must be in accordance with 




Figure 62. Cylinder charging manifold. 



55. Nitrogen 

If the plant is generating nitrogen and vent- 
ing the oxygen to the atmosphere, the nitrogen 
cylinders are charged the same way as oxygen 
cylinders. 



56. Refrigerants 

The transfer of liquefied refrigerant gases 
from one cylinder to another is beyond the 
scope of this manual. It is covered in detail m 
AH 700-8120-1. 



Section VII. 



STORAGE AND TRANSPORTATION OF LIQUID OXYGEN 



57. Storage of Liquid Oxygen 

Liquid oxygen in storage is susceptible to 
* TV,i pvanoration is accompanied 



liquid oxvgen trailers or storage containers 
should be" parked out of the direct rays of the 
sun to reduce boiloff loss. 



from surroundings, to a minimum. Basically 
the design of all liquid oxygen containers is the 
same they are seamless, and normally cylin- 
drical or spherical. Usually the cylindrical de- 
sign is used so that the container may be more 
easily adapted for rail or truck transport. The 
containers are manufactured in various sizes. 

a. Container. The principal design feature 
of the liquid oxygen container is its double wall 
of rolled steel construction. The area between 
the outer and inner shell is filled with insulating 
material and is maintained at a high degree of 
vacuum. The vacuum space decreases convec- 
tion and conduction and the insulation blocks 
radiation. The liquid oxygen container can be 
compared functionally with the ordinary vac- 
uum bottle. The inner tank is constructed of 
a steel that is highly resistant to corrosion by 
oxidation. Figure 63 illustrates a 9-ton liquid 
oxygen tank, trailer mounted. The flow chart 
is given in figure 64. Figure 65 illustrates a 35- 
ton liquid oxygen tank, skid mounted. 

b. Vacuum Pump. A vacuum pump is in- 
stalled on most large oxygen containers to 



maintain a high degree of vacuum between the 
inner and outer shells. The pump is usually of 
the rotary piston and cam type driven by an 
electric motor. A vacuum safety head is in- 
stalled on the outer shell to prevent excessive 
pressures on the vacuum chamber if a leak oc- 
curs in the inner shell or in the piping between 
the shells. The safety head is set to relieve at 
a low pressure ; usually this pressure setting is 
not in excess of 7 psig. An external vacuum 
pump connection is provided on each container 
so the insulation vacuum can be maintained if 
the installed pump fails to work, or if an ex- 
ternal vacuum source is needed to assist in ob- 
taining the required vacuum. 

c. Vacuum Gage. A vacuum gage (fig. 66) 
is normally located near the vacuum pump. The 
gage may be a mercury, electronic, or thermo- 
couple type. It shows the degree of vacuum 
either in the vacuum pump line or in the area 
between the inner and outer tanks. Its normal 
reading when the tank is filled with liquid oxy- 
gen should be less than 150 microns. Vacuum 
gages of the electrical type must be periodically 
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Rupture disk 

Suction valve 

Filling valve 

Safety valve 

Container pressure gage 

Gas phase blow down valve 

LOX transfer pump 

Pump discharge pressure gage 

Priming line valve 

Safety valve 

Hose connection 

Figure l>4- 9-ton trailer, 

checked by comparison with a mercury type 
gage, which may be connected to a special fit- 
ting on the 9-ton liquid oxygen tank or to the 
external vacuum pump flange on the 35-ton 
liquid oxygen tank. 

d. Liquid Level Gage. A. pressure differential 
gage is used to indicate the amount of liquid 
oxygen in the tank. The gage may be cali- 
brated to read in pounds, gallons, or any other 
suitable unit of measure. 

c. LOX Transfer Pump. The liquid oxygen 
transfer pump is mounted between the pump 
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12 Liquid level gage 

13 Safety valve 

14 Discharge drain valve 

15 Pump discharge valve to coil 

16 Pump suction valve to coil 

17 Pressure regulator bypass 

18 Pressure building coil 

19 Auto, press, bldg. regulator 

20 Full tricock 

21 Empty tricock 

schematic flow diagram,. 

the vapor pressure inside the storage tank as 
a means of forcing the liquid oxygen out the 
discharge line in the event the container can- 
not be unloaded by gravity or with the aid of 
the liquid oxygen transfer pump. The coil 
consists of a series of parallel pipes, the ends 
of which are welded into cross pipes. Each of 
the pipes (except the cross pipes) is fitted with 
fins which aid in gathering heat from the air 
to evaporate the liquid oxygen in the coil. The 
evaporation of liquid oxygen results in gaseous 
oxygen. The resultant increase in volume in- 
creases the nressure in the inner tank. The 




Figure 65. 35-ton liquid oxygen tank, skid mounted. 



lubricants and cleaning and preserving ma- 
terials and compounds prescribed in DA lubri- 
cation orders. Foreign material in oxygen lines 
and flexible hoses should be removed by a vac- 
uum cleaner or by purging with clean, dry, 
oil-free, compressed air or nitrogen. Cleaning 
or repairs to the inner vessel of the container 
are subject to the following precautions: 

(1) Purge with clean, dry, oil-free air or 
nitrogen to remove oxygen-rich at- 
mosphere before work starts. 

(2) If the interior surface is to be cleaned, 
use only the approved solvents. Clean, 
dry, oil-free air must be supplied to 
provide adequate ventilation for per- 
sonnel working inside the container. 
A lifeline and an attendant must be 
present at all times when workmen 
are inside the container. 

(3) After cleaning its interior, purge the 



59. Transportation 

a. Tank Cars. There is no known require- 
ment for the transportation of liquid oxygen by 
rail for the Army at this time. 

b. Aircraft. There is no performance data 
covering air transportation of liquid oxygen at 
this time. 

c. Liquid Oxygen Trailers. Transportation 
of liquid oxygen requires the same precautions 
as the road transportation of any flammable 
liquefied or compressed gas. These include the 
marking of containers as dangerous, the pro- 
hibition of smoking with 50 feet, the assign- 
ment of expert drivers, and the practice of the 
most stringent safe-driving techniques. In ad- 
dition, the following precautions must be 
taken : 

(1) Ground the trailer to eliminate haz- 
ard from electrical equipment and 
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Figure 66. Typical vacuum gage. 



(2) Inspect lines and hoses carefully to 
detect leakage. If leakage is minor 
and cannot be remedied during the 
transfer operation, make certain that 
it contacts no combustible materials. 
Use only approved oxygen-compatible 
thread sealer or Teflon tape and gas- 
kets on liquid oxygen lines and hoses. 

(3) Close completely all liquid container 



ing movement. Open the vent valves 
immediately after movement to re- 
lease pressure buildup. If movement 
is for a considerable distance, relieve 
the pressure once an hour, or as dic- 
tated by experience based on ambient 
weather and temperature, road condi- 
tions, and container vacuum or me- 
chanical condition. It is advisable to 



CHAPTER 3 
GENERATION OF CARBON DIOXIDE AND HYDROGEN 



Section I. INTRODUCTION 



60. Production Methods 

a. Since pure carbon dioxide is found only in 
a few geographic areas, it is commonly pro- 
duced for use by the following processes : 

(1)" By removing and purifying the car- 
bon dioxide found in flue gas (called 
the flue gas or coke process) . 

(2) As a byproduct resulting from the 
production of alcohol. 

(3) Through the catalytic conversion of a 
methanol-water mixture. 

b. Hydrogen is produced by the following 
methods : 

(1) Through the catalytic conversion of 
methanol vapor-steam mixture. 

(2) By the electrolysis of water. 

(3) By the dehydrogenation of certain 
petroleum products. 

(4) By catalytic cracking of certain pe- 
troleum products. 

(5) Through the reaction of sodium hy- 
droxide, aluminum, and water. 

(6) Through the reaction of calcium 
hydride and water. 

61. Carbon Dioxide 

a. Uses. Carbon dioxide as a solid (dry ice) 
was practically nonexistent until about 30 
years ago. Now dry ice, for use by the soft 
drink and ice cream industry, makes up the 
bulk of the carbon dioxide generated. The 
ease with which carbon dioxide can change 
from a liquid to a gas also makes it an excellent 
refrigerant for many refrigerating systems. 
Moreover, because carbon dioxide is heavier 
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b. Physical Properties. The various physical 
properties of carbon dioxide were outlined in 
in paragraph 26c, where carbon dioxide was 
described as one of the components of air. 

c. Chemical Properties. The chemical prop- 
erties of carbon dioxide are also described in 
paragraph 26c. 

62. Hydrogen 

a. Uses. Hydrogen is widely used in burn- 
ing, in underwater cutting, and in other appli- 
cations where heat is a factor. Although it is 
flammable and explosive, it still is used in fill- 
ing weather balloons, and occasionally dirigi- 
bles. However, as a filler for dirigibles it has 
been largely replaced by helium, which is non- 
explosive. 

b. Physical Properties. The outstanding 
physical property of hydrogen is its extreme 
lightness, for it weighs less than y ]4 as much as 

air. Hydrogen gas is only slightly soluble in 
water and can be liquefied only at extremely 
low temperatures. When the pressure of liquid 
hydrogen is reduced, the liquid evaporates to 
form a transparent ice-appearing solid. Hydro- 
gen is easily and rapidly absoi'bed by finely 
divided platinum. Additional physical prop- 
erties, such as color, odor, and others, are given 
in table VIII. 

c. Chemical Properties. Hydrogen is the first 
element in the periodic table and has at atomic 
weight of 1.008. It is designated by the chem- 
ical symbol H, indicating that the molecule of 
hydrogen has 2 atoms and thus has a molecu- 
lar weight of 2.016. The gas is very active 
and forms many compounds with both metals 
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.3 reactions form water as a byproduct in this 
inner. Moreover, a mixture of hydrogen and 
containing 4% to 75% by volume of hydro- 



gen at atmospheric pressure may be ignited by 
just a spark, sometimes in a very violent 
fashion. 



Section II. THEORY OF CARBON DIOXIDE AND HYDROGEN PRODUCTION 



. Methanol-Water Process 

Although several methods for producing car- 
n dioxide and hydrogen were listed in para- 
aph 60, the methanol-water process, because 
is^economical and suited for small-plant gen- 
xticm, is used in Army mobile gas-generating 
its. Basically all plants using the methanol- 
iter reaction for the generation of carbon 
ixide and hydrogen will use similar methods 
f generation and purification to obtain end 
oducts, with the exception of the gas-absorb- 
% agent in the system. Previously .plants of 
is type used a sodium carbonate solution 
TA 2 CO :1 , for example) to absorb the carbon 
:>xide from the hydrogen after generation, 
nvever, most units now use a solution of 
moetlumolamine (MEA) rather than soda 
h for this purpose. 

ft. Raw Materials. The basic materials 
;eded in the methanol-water process are meth- 
iol, monoethanolamine solution, and steam. 
(1) Methanol. Methanol is the simplest 
of the organic alcohols and is repre- 
sented by the formula CH 3 OH. Meth- 
anol is a colorless liquid with an ob- 
jectionable odor. It is poisonous and 
will cause blindness and death when 
taken internally or applied externally. 
It burns with a bluish flame to form 
carbon dioxide and water. Before the 
development of its synthesis, methanol 
was obtained commercially by the 
destructive distillation of wood (oak, 
maple, birch, and othei's) and appro- 
priately received the name "wood alco- 

T-f ic 



(2) Monoethanolamine. Monoethanola- 
mine, or MEA as it is more commonly 
called, comes from a family of chem- 
ical compounds called amines which 
have a common NH 2 radical in their 
formula. It is manufactured com- 
mercially from ammonia and methan- 
ol, has a strong odor, and is flammable 
in the vapor state. Its most valuable 
property is its capability of absorb- 
ing carbon dioxide. 

(3) Steam. Steam, in this process is used 
both as one of the reactants and for 
heat applications. 

b. Chemical Reactions. The total chemical 
reaction in the methanol-water process can be 
represented by the chemical equation : 

Catalyst 

302 C. (575 F.) 
CH 3 OH + H 2 ^ CO, 4- 3H, 

This equation states that 1 molecule of methan- 
ol plus 1 molecule of water react to form 3 
molecules of hydrogen and 1 molecule of carbon 
dioxide. To insure that the reaction proceeds 
to the right, an amount of water in excess of 
the proportion shown in the formula, namely 
37 percent by weight of methanol and 63 per- 
cent by weight of water, is used. The chem- 
ical reaction is carried out as shown in the 
formula in the presence of a catalyst and at a 
temperature of 302 C. (575 F.). Actually 
the reaction is completed by two nearly simul- 
taneous primary and secondary reactions 
rather than the simple reaction shown above. 
These primary and secondary reactions are : 



tions and principles covered in detail in chap- 
ter 2 are summarized below to enable a ready 
comparison with the procedures described in 
that chapter. The basic generating procedure 
for the production of carbon dioxide and hy- 
drogen by the methanol-water process is as 
follows: 

(1) Mixing and vaporizing of methanol 
in water (mixing and heat exchange). 

(2) Conversion of the mixture to carbon 
dioxide and hydrogen (heat exchange, 
catalytic conversion) . 

(3) Separation of the carbon dioxide and 
hydrogen by the ME A solution (ab- 
sorption) . 

(4) Separation of the carbon dioxide from 
the ME A (desorption). 

(5) Purification of the carbon dioxide 
(scrubbing and adsorption). 

64. Flue Gas Process 

The flue gas process is also used to obtain 
carbon dioxide. Much of the unit used in this 
process is also used to obtain carbon dioxide. 
Much of the unit used in this process is similar 
in construction and operation to the methanol- 
water unit for it also employs the basic prin- 
ciple of using an amine for absorbing carbon 
dioxide. 

a. Raw Materials. Materials needed for 
this process in addition to water are the MEA 
solution, potassium permanganate solution 
(JOT'CC 1 ), and some type of fuel to obtain flue 
gas. Initially the fuel used in this process was 
coke, and so this method of obtaining carbon 
dioxide was known as the coke process. How- 
ever, since coke was not always readily avail- 
able at the sites where mobile units were in 
operation, a commercial grade fuel oil was sub- 
stituted for coke because of the relative ease 
with which the oil could be transported. Con- 
sequently, though the method is the same, this 
procedure is often called the "fuel oil process." 



gaseous mixture with the other flue gases ob- 
tained, and the rest of the process is concerned 
with removing carbon dioxide from the other 
gases of combustion. 

c. Basic Generating Procedure. To manu- 
facture carbon dioxide by this process, oil, 
coke, or natural gas is burned to produce car- 
bon dioxide. A byproduct in burning the fuel 
is the resultant heat which is used in the pro- 
duction of steam for the rest of the process. 
The process, covered in detail in paragraphs 
67 through 73, can be broken down as follows : 

(1) Fuel burned (combustion). 

(2) Gas cooled and washed (heat ex- 
change and scrubbing). 

(3) Gas routed countercurrently to MEA 
solution to absorb carbon dioxide 
(absorption) . 

(4) Carbon dioxide concentrated (99.9 
percent) by boiling carbon dioxide 
out of the MEA solution (stripping) . 

(5) Carbon dioxide purified (scrubbing 
and adsorption). 

65. Sas Absorbers 

Absorption is used for purifying gas. In an 
absorption system the gaseous mixture (made 
up of the desired and undesired gas) is purified 
by exposing it to a liquid which has the capac- 
ity of dissolving the desired gas. The gas ab- 
sorbed in this liquid thus is separated from the 
undesired gases and can be purified. The 
success of this method is based upon the 
amount of -desired gas the liquid can absorb. 
The units designed for the manufacture of 
carbon dioxide use this principle. 

a. Equipment. For efficient absorption, the 
liquid and gas must be in intimate contact for 
the maximum amount of time allowable rela- 
tive to gas output. Consequently, this process 
is carried out in what is known as an absorp- 
tion column (fig. 67) which is filled with a 
packing material that increases the surface 



me top. ine low- velocity liquid trickles down 
through the column over the rings or saddle 
packing which uniformly distributes the gas 
over the column's cross sectional area as it 
bubbles upward. The stack gas is vented to 
the atmosphere. This process of treating 
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absorption operation, the absorbing agent is 
separated from the gas by elevating the tem- 
perature of the liquid or lowering its pressure, 
or both. This releases the gas from the ab- 
sorbing agent. 

66. Adsorption 

See paragraph 406. 
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Figure 68. Typical tower packing of Raschig rings. 
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Figure 87. Cross sectional view of a typical packed 
absorption tower. 



Section III. PRODUCTION OF CARBON DIOXIDE BV THE FLUE GAS PROCESS 



67. Introduction dioxide, but also produces process steam. The 

' The flue gas process uses fuel to obtain the flow sheet f or this P rocess is shown in fi * ure 69 - 
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Figure 60. Simplified flow sheet of generation of carbon dioxide by the flue gas process. 



carbon dioxide gas is produced by the combus- 
tion of an oil-air mixture under optimum condi- 
tions to produce a flue gas that contains the 
maximum amount of carbon dioxide. Under 
normal operating conditions, the amount will 
run between 14 percent and 15 percent. 

b. Operation. Oil from an oil tank is pumped 
through a filter and strainer to the burner 
where it is mixed with an excess of air. At the 
burner, the fuel-air mixture is ignited and 
burned. The gaseous products from this com- 
bustion are oxygen, carbon monoxide, nitrogen, 
inert dust, and some miscellaneous gases, in 
addition to the 15 percent carbon dioxide. 

c. Plant. The Army's carbon dioxide gen- 
erating plant is a mobile, semitrailer-mounted 
plant capable of producing 300 pounds of liquid 



weighs approximately 23 tons, and can be towed 
with an M52 tractor or equivalent vehicle. 

69. Gas-Separation System 

a. Equipment. The basic principle in the 
separation of the carbon dioxide from foreign 
gases in this process is identical to the meth- 
anol-water process which used monoethanola- 
mine (MEA) as the absorbing agent in remov- 
ing pure carbon dioxide from the other 
materials in the flue gas. Essentially the gas- 
separation system consists of four parts: 

(1) A burner in which the fuel is mixed 
with air and ignited. 

(2) A boiler (reactivation unit) where a 
good deal of the heat is removed from 
the flue gas and used in the separation 
of carbon dioxide from the MEA solu- 




1. Window 4 Chain 

2 Counter balance 5 Wire rope 

3 Brace 6 Door 
Fif/uru 70. Carbon dioxide generator, road side. 



b. Operation. 
(1) Boiler. 



It can be seen from table VII 
that the amount of carbon dioxide ab- 
sorbed by the MEA solution increases 
with a decrease in temperature. There- 
fore, before carbon dioxide can be re- 
moved effectively from the flue gases 
the gas must be cooled. Consequently 
the gas from the furnace passes di- 
rectly into a two-pass boiler where the 
temperature is reduced to approxi- 
mately 454C. (850F.) In the proc- 
ess shown, this exchanger actually 
forms one part of the reactivation 
unit. 

Table VII. Effect of TenvporaLurc, Pressure, and 
Solution Concentration on Solubility of C0 in MEA 
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Table VII. Effect of Temperature, Pressure, and 
Solution Concentration on Solubility of CO- in MEA- 
( Continued) 
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(2) Flue gas cooler. From the boiler, or 
reboiler as it is called in the plant, the 
gas is fed into the bottom of a flue gas 
cooler. In the cooler, water is directed 
countercurrently to the gas flow, fur- 
ther reducing the gas temperature to 
approximately 39C. (100F.). The 
water also acts as a scrubbing agent 
for removing sulfur dioxide and dust 
from the gas. 

(8) Absorber. The MEA solution is now 
fed from the rebuilder through the 
MEA cooler into the top of the ab- 
sorption column. The solution flows 
downward over the packing and comes 
in contact with the upward-flowing 
flue gases. During this time the car- 
bon dioxide is absorbed in the MEA, 
and the other flue gases which are not 
soluble in the solution rise to the top 
of the column. After the latter leave 
the column the small amount of MEA 
which is invariably entrained is re- 
moved by a separation device and fed 
back into the column. The flue gas is 
then vented to the atmosphere. Simul- 
taneously the MEA and carbon diox- 
ide mixture is pumped from the bot- 
tom of the column. In this process, 
the absorber provides the mixing 
chamber, the absorption area, and the 
distribution devices for the required 
substances. The operator must have 
the skill to produce the exact condi- 
tions which will induce the maximum 
transfer of carbon dioxide to MEA. 
The temperature and pressure must 
be carefully controlled. 

(4) Reactivation unit. To complete the 
separation, the MEA solution and car- 
bon dioxide are dissociated by heating 
the mixture. This is done by first 
passing the rich MEA solution 
through a heat exchanger which acts 
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Figure 71. Flow system, carbon dioxide plant. 



and passes countercurrent to the hot 
vapors rising from the boiler. The 
dual-purpose reboiler further raises 
the temperature of this rich MEA so- 
lution sufficiently high to dissociate 
the MEA from the carbon dioxide. The 
hot lean MEA solution (MEA without 
carbon dioxide) is then drained from 
the bottom of the reactivator unit and 
is used as the heating medium for the 
rich MEA solution, flowing through 
the aforementioned preheater. From 



70. Gas Purification and Liquefaction 

The remainder of the flue gas process, namely 
the purification of the gas and the final lique- 
faction, is very similar to that outlined in the 
discussion covering the methanol-water process 
(sec. VII). Briefly, gas purification and lique- 
faction involve the units discussed in the fol- 
lowing paragraphs. 

a. Heat Exchanger. The liberated carbon 
dioxide from the reactivator leaves the unit at 
a purity in excess of 99 percent. The gas tern- 



b. Scrubber. After passing through the heat 
exchanger the gas is bubbled up through the 
scrubber which is a hollow cylinder filled to a 
predetermined level with a potassium perman- 
ganate (KMnO,) solution. This removes the 
impurities in the gas which affect its odor and 
taste, and is the final purification step before 
the gas is compressed. 

c. Compressor. The gas is then compressed 
in a multistage (usually two stages) compressor 
to between 300 and 350 psi. As in the previous 
process, there is an intercooler between the 
stages of compression and an aftercooler after 
the last stage of compression. These usually 
can lower the temperature to within approxi- 
mately 6.7 C. (20 F.) of the cooling water 
temperature. 

d. Dehydrator; As a result of the gas travel- 
ling through the intercooler and aftercooler of 
the compressor, the gas is now saturated with 
water. Consequently, before cooling the gas 
below the freezing point of water the gas is 
passed through a dryer or dehydrator (contain- 
ing alumina, for example) where the water is 
adsorbed by the adsorbent. This action prevents 
freezing and clogging of the valves, piping, and 
associated equipment of the system since the 
gas temperature drops below 0C. (32F.). 
These dryers are normally connected in parallel 
so that one may be reactivated (water removed 
from the adsorbent) while the other is in use. 

e. Liquefier. The dehydrated gas now passes 
through a final heat exchanger or liquefier 
where it is cooled to approximately 18 C. 
(0F.) by liquid freon which, at this pressure, 
is sufficiently cool to liquefy the carbon dioxide. 

/. Receiver. The liquid carbon dioxide is 
then collected in a large tank called a receiver 
where it can be pumped either into carbon di- 
oxide cylinders or into the solidifying plant 
where it is converted to dry ice. 

71. Sorav Ponds and Coolina Towers 
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pond or water tower will lower the water tem- 
perature leaving the gas-generating plant about 
-3.8C. to 10C. (25 to 50F.), depending 
upon the relative humidity of the outside air, 
In the water-tower method of cooling, which 
uses a vaporization principle, the heated water 
is ejected downward from a series of fine spray 
nozzles located at the top of a spray tower. 
(The nozzles spray water upward if. a spray 
pond is used.) During this process part of the 
water tends to vaporize, and since vaporization 
requires heat, the rest of the water in the sys- 
tem must supply it. This effectively lowers the 
water temperature. To increase the tower's 
efficiency and facilitate additional cooling, mov- 
ing air supplied by cooling fans flows counter- 
current to the water in the tower as shown in 
figure 72. During this operation, some water 
is always entrained in the air, carried out the 
top, and lost. Consequently, a makeup water 
supply system must always be used with spray 
ponds or towers. 

72. Spray Towers 

A spray tower, similar in design to that illus- 
trated in figure 72, but enclosed in a column, 
can also be used for cleaning as well as cooling. 
The impure gas enters the bottom of the col- 
umn, passes through a spray, and is washed. 
Since the wash water is either dumped or re- 
circulated after passing through a filter, the 
column proper has the advantage of low main- 
tenance because there is no danger of its 
clogging. 

73. Freon System 

Freon is used in the final step in the liquefac- 
tion process to sufficiently lower the tempera- 
ture of the carbon dioxide gas so it will liquefy. 
The mechanical refrigeration system involves a 
change in phase of freon from the liquid to the 
gaseous state. This requires the addition of 
heat from some outside source. In this case the 
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Section IV. CARBON-DIOXIDE SOLIDIFYING PLANT 



74. Introduction 

In the preceding sections, two methods cur- 
rently used for the generation of carbon dioxide 
by the Army in the mobile gas-generating units 
have been discussed. Each of these units ob- 
tained carbon dioxide in the liquid state. How- 
ever, as was mentioned in paragraph 61, the 
demand for solid carbon dioxide is extremely 
high. It also is cheaper and more convenient 
to ship carbon dioxide in the solid rather than 
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75. Theory of Solid Carbon Dioxide 
Production 

a. States of Carbon Dioxide. If liquid car- 
bon dioxide is cooled to a temperature of 
_57C. ( 70F.) at 60 psi, it will change into 
an ice-appearing substance which is solid car- 
bon dioxide. This temperature of 57C. 
( 70F.) is known as the triple point of the 
substance because at this temperature it can 
exist as a gas, liquid, or solid. Below this tem- 
nerature it can exist onlv as a eras or solid, de- 



gaseous state by a phenomenon known as sub- 
limation and leaves no liquid residue as is the 
case when water ice melts ; thus, the appropri- 
ate term "dry ice." 

b. Methods of Prodiicing Dry Ice. Liquid 
carbon dioxide is transformed into solid carbon 
dioxide by the cooling effect of its own vapor- 
ization. The process is summarized as follows : 

(1) Expansion. The liquid is expanded 
through a nozzle to near atmospheric 
pressure to form snow (solid carbon 
dioxide) and gaseous carbon dioxide. 
The sudden pressure change causes 
part of the liquid to be flashed or va- 
porized. The heat is extracted from 
the unvaporized liquid which causes 
the liquid to be cooled and changed to 
snow. The amount vaporized com- 
pared to the amount solidified is de- 
pendent upon the balance of heat. The 



the heat extracted from the liquid as 
the liquid is cooled sufficiently to solid- 
ify it. Therefore, the cooler the liquid 
is before expansion, the smaller the 
amount of gas and the greater the 
amount of snow that is formed. 

(2) Recompression. The gas is recom- 
pressed and recooled to complete the 
cycle. Several cycles have been de- 
vised to bring about recqpipression, 
and although the simpler ones require 
less capital investment, they do not 
produce as high a yield of solid to gas 
and are, therefore, less efficient. These 
cycles are listed as follows : 

(a) The simple cycle in which the gas is 
expanded and recompressed. 

(b) The precooled cycle in which the 
expanded gas is allowed to cool the 
unexpanded liquid. 
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in which some form of external re- 
frigeration is used to cool the gas to 
a liquid. 

(d) The pressure cycle in which the 
snow is formed at the triple point or 
under pressure rather than at at- 
mospheric pressure. 

(3) Army type unit. The unit currently 
in use by the Army combines cycles 
(b) and (c) by first precooling the 
liquid by a freon refrigeration system 
and then using the gas to further cool 
the liquid. The liquid is sufficiently 
precooled before expansion to produce 
a high yield of snow. 

76. Manufacture of Dry Ice 

a. Conversion to Dry Ice. The liquid carbon 
dioxide from either the methanol-water plant 
or flue gas plant is used as the feed material 
for the dry ice plant. As shown on the flow 
sheet (fig. 73), the liquid is pumped from either 
of the units mentioned above into a carbon di- 
oxide receiver or temporary storage tank. The 
liquid is drawn from the receiver as needed and 
fed into the carbon dioxide press of the dry ice 
plant which converts the liquid into solid car- 
bon dioxide. The press is operated at slightly 
above atmospheric pressure; thus, as the liquid 
is drawn into the press through a nozzle, it is 
flashed (pressure suddenly released, reducing 
the temperature) and 50 to 70 percent of the 
liquid forms snow. The rest of the liquid is va- 
porized and is removed from the press as pure 
carbon dioxide gas which must be reliquefled. 

b. Relique] "action. The equipment. and method 
used for recompressing and recooling the gas 
in this section of the unit is similar to the lique- 
faction section of the carbon dioxide generating 
units. Before passing into the first stage of 
compression, the gas flows back through a coil 
in the carbon dioxide receiver and precools the 



two stage unit with an intercooler and after- 
cooler and recompresses the gas to approxi- 
mately 300 psi. The high-pressure gas leaves 
the aftercooler and is further cooled in the heat 
exchanger by the low-pressure gas. Next, it 
passes into a liquefier where the gas is cooled 
to approximately 18C. (0F.) by a conven- 
tional freon refrigeration system and is lique- 
fied. The liquid then is transferred to the car- 
bon dioxide receiver and after a period of time 
is drawn off to the press to complete the cycle. 

c. Operation of the Press. A hydraulic press 
similar to that shown in figure 75 is used. The 
operation of the press, which consists of an 
upper and a lower ram, is simple. After snow 
has formed in the press, the liquid carbon di- 
oxide feed is shut off, the upper ram is lowered 
under a pressure of 2,500 pounds, and the snow 
is compressed to near maximum density. The 
upper ram is then raised, leaving a block of ice 
on the lower ram with a density between 1.5 
and 1.6. The lower ram is lowered and the block 
of ice is removed and cut into pieces of the de- 
sired size. If not used immediately the blocks 
are placed in storage units. 




77. Introduction 

The purpose of this section is to acquaint op- 
erating personnel with the location or plan of 
the various components of the methanol-water 
and flue gas plants. Because of the simplicity 
of the units in the dry ice plant it will not be 
covered. Block flow diagrams shown in figures 
75 and 76 identify and show location of the 
equipment and are self-explanatory. 

78. Equipment and Material Identification 

a. Identification. The various equipment 
units in the mobile plants, in general, will cai'ry 
some means of identification which should as- 
sist the new operator. Some plants have their 
piping color coded so that the personnel can 
readily determine the flow system for the vari- 
ous materials, while others have the name of 
the flowing material stenciled on the pipe. 

b. Color Codes. Most units color code only 
those lines which contain fluids or gases which 



should be handled with some degree of caution, 
whereas piping which does not require a degree 
of caution is painted to match the surround- 
ings. In conformance with specification Mil- 
Std-101-A, lines carrying flammable materials 
should be yellow, toxic materials brown, anes- 
thetic materials blue, oxidizing substances 
green, physically dangerous materials gray, and 
fire protection materials red. It is recommended 
that operating personnel thoroughly acquaint 
themselves with both plant operation and equip- 
ment location before they assume responsibility 
for the operation of the unit. The specification 
Mil-Std 101-A should also be reviewed. 

79. External Plant Layout 

The general field arrangement for carbon di- 
oxide and dry ice plants is shown in figure 77. 
It should involve the same considerations, such 
as water source, surrounding atmosphere, land 
drainage, and so on, that were covered in para- 
graph 47. 
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1 Steam boiler 

2 Fuel oil tank 

3 Space heater 

4 Battery charger 

5 Cooling tower 
G Superheater 

7 Induced draft blower 

8 Converter 



9 Condenser separator 

10 Vaporizer 

11 Absorber 

12 MEA exchanger 

13 Reactivate!- reboiler 

14 Condenser separator 

15 KMnO., scrubber 

16 Separator 



17 Feed and transfer 
pumps 

18 Makeup and storage 
tank 

19 Panel board 

20 CO:! compressor 

21 Separator 

22 Filter 



23 Dryer 

24 Liquefier 

25 Freon unit 

26 Liquid pump 

27 Panel and desk 

28 Cooling water pump 

29 Spray water pump 

30 MEA pump 



Figure 75. Internal plant layout for methanol-water Process. 
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Figure 77, Field arrangement for COa and dry ice, plants. 



Section VI. TRANSPORTATION AND STORAGE OF CARBON DIOXIDE 



80. Introduction 

Liquid carbon dioxide can be stored and 
transported in cylinders. However, because of 



psi. Though cylinders are used in the majority 
of applications (for fire extinguishers and foi- 
charging soft drinks) , large quantity shipments 



or storage of large quantities of carbon dioxide. 
Low-pressure 2i/ 2 -ton and 8-ton storage units 
(fig. 78) are used in conjunction with the mo- 
bile carbon dioxide gas generating plants. The 
units' operation and construction, as manufac- 
tured by the Cardox Corporation, are discussed 
in this section. 

81. Two and One-HalfTon Unit 

a. Operation. The 2 1 /->-ton Cardox unit is a 
portable unit used for the storage and trans- 
portation of liquid and solid carbon dioxide at 
a temperature of 18C. (0F.) and a pressure 
of approximately 300 psi. The unit is equipped 
with a heating unit to convert the dry ice to 
liquid carbon dioxide. As the name indicates, 
the unit can hold 2'/a tons or 5,000 pounds of 
liquid carbon dioxide. It can be constructed 
with comparatively thin container walls if a 
temperature of 18C. (0F.) is to be main- 
tained. The liquid is pumped directly from the 
generation unit into the storage unit where the 
tempei'ature and pressure are automatically 
controlled. 

b. Equipment. The semitrailer unit consists 
of a storage container, gasoline engine, refrig- 
eration unit, cylinder filling unit, heating unit, 
and a panel with the necessary pressure, tem- 
perature, and liquid-level gages. 

(1) Semitrailer. The semitrailer chassis 
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brakes and is specially constructed for 
transportation by a type M52 tractor. 
The semitrailer housing, equipped 
with doors for ready access to the 
equipment, is made of aluminum with 
removable sides and end panels. The 
section over the pressure vessel is also 
covered with aluminum plate so per- 
sonnel can stand on the unit when fill- 
ing the storage container with dry ice. 

(2) Carbon dioxide storage container. The 
storage container is designed for a 
working pressure of 325 psi. It is in- 
sulated with at least 4 inches of styro- 
f oam which has been sealed by an 
asphalt-type material. The refrigera- 
tion and heating coils are mounted on 
the inside of the pressure container 
under the top cover. 

(3) Refrigeration unit. The refrigeration 
unit which employs freon 12 as the re- 
frigerant keeps the carbon dioxide 
temperature in the storage container 
uniform by removing whatever heat is 
transferred to the carbon dioxide from 
the exterior through the pressure wall. 
Freon 12 is a nontoxic, noncombusti- 
ble material b'oth in the liquid and 
gaseous state, and it vaporizes and 
liquefies at -30C. (-21.70F.) at 
atmospheric pressure. 
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freeze solution and circulating it 
through the heating coils in the pres- 
sure vessel. The unit is complete 
within itself, having a combustion 
chamber, automatic spark ignition, 
and pumps which supply the fuel and 
air under pressure to the combustion 
chamber, and circulate the antifreeze 
solution. Dial type thermometers and 
pressure gages installed on the unit 
facilitate proper maintenance of both 
inlet and outlet heater temperatures 
and pressures of the antifreeze solu- 
tion in circulation. 

(5) Motor. An electric motor is installed 
in the trailer to supply the power 
needed to operate the refrigeration, 
heating, and cylinder-filling units. 

(6) Gasoline engine. The gasoline engine 
is provided for emergency use when 
the mobile unit is located where elec- 
tric power is not available. 

(7) Cylinder-filling unit. Most storage 
trailers have a cylinder-filling unit 
which is designed to remove liquid car- 
bon dioxide from the storage unit and 
charge it into a cylinder at approxi- 
mately 800 psi pressure. 

(8) Gage panel. The control panel, mount- 
ed on the side of the housing between 
the two side openings, holds the liquid- 
level and pressure gages as well as the 
pressure-control and pressure-alarm 
switches. The liquid-level gage indi- 
cates the level of the carbon dioxide 
by measuring the difference of the 
liquid pressure between the top and 
bottom of the tank. The pressure gage 
indicates the pressure within the tank 
and should register approximately 300 
psi. 

32. Fioht-Ton C^rdnv Unit 



neaung unit anu is noi/ equippeu uu cuuve.ii, 
ice into liquid carbon dioxide. Since the pres- 
sure vessel, refrigeration unit, gasoline engine, 
electric motor, cylinder-filling unit, gages, and 
controls on the units are identical, the foregoing 
discussion of the 21/a-ton Cardox unit applies 
to the 8-ton unit with the above exceptions. 

83. Conversion and Storage Trailer 

The Cardox trailer is a completely self-con- 
tained unit designed for road movement by 
means of a 5-ton M52 tractor. It is primarily 
made for the storage and transportation of 
liquid carbon dioxide, and the conversion of 
solid carbon dioxide into a liquid. It can hold 
8V2 tons of liquid carbon dioxide. It measures 
26 feet long, 10 feet high, 8 feet wide, and 
weighs 7*/2 tons empty (fig. 79). 




Figure 79. Cardox unit. 

84. Summary 

In the foregoing sections, all phases of the 
generation and storage of carbon dioxide pres- 
ently in use by the Army have been discussed. 
They can be outlined as follows : 

a. Carbon Dioxide. Carbon dioxide can be 
generated by one of two methods : 

(1) Using a methanol and water solution. 

(2) Using flue gas from which carbon 
dioxide is absorbed. 
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Section VII. PRODUCTION OF CARBON DIOXIDE AND HYDROGEN 
BV THE METHANOL-WATER PROCESS 



85. Basis 

As previously outlined in paragraphs 63 and 
64, the methanol-water process as shown in the 
flow sheet (fig. 80) is based primarily on the 
catalytic conversion of the vaporized methanol- 
water mixture to obtain carbon dioxide and hy- 
drogen. 

86. Feed System 

The purpose of the feed system, as shown in 
figure 81, is to prepare the methanol and water 
mixture for the gas-generating system. The 
feed system is composed primarily of the feed 
storage tank, the feed makeup tank, the metha- 
nol drum and pump, and the feed pump. To 
prepare the feed, methanol is added to the 

CH 3 OH 
& STEAM 




SUPERHEATER 



makeup tank by pumping it from the methanol 
drum. After the proper amount of methanol 
has been added, distilled water obtained from 
the condensate cooler is added to the makeup 
tank through a three-way valve. The mixture 
is then circulated in the makeup tank to insure 
a uniform solution. A test sample is then 
drawn, and if the mixture is of correct concen- 
tration, it is transferred to the storage tank. 
The methanol-water solution feed is now ready 
for use in the system. 

87. Gas Generation System 

The purpose of the generation system (fig. 
82) is to convert the methanol-water mixture 
into' carbon dioxide and hydrogen. The princi- 
pal components of the generation system in- 
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Figure 81. Feed system for the methanol-water process. 




elude the vaporizer, the catalytic converter, the 
superheater, and the condenser. 

a. Vaporizer. From the storage tank the 
methanol-water feed passes into the vaporizer. 
In the vaporizer, the methanol-water solution is 
passed over steam coils in the boiler and the 
latent heat of the steam causes the methanol- 
water solution to vaporize. The vapor then 
rises to the top of the vaporizer and into the 
superheater. The vaporizer generally operates 
at approximately 20 psig pressure. 

b. Superheater. In the superheater the vapor 
is further heated by the flue gas from the va- 
porizer boiler to an approximate temperature 
of 302C. (575F.). The high temperature is 
necessary to convert the vapor into carbon di- 
oxide and hydrogen in accordance with the re- 
action shown in paragraph 63. 

c. Catalytic Converter. The vapor is drawn 
from the superheater into the top of the cata- 
lytic converter. Here the vapor mixture is con- 
verted into carbon dioxide and hydrogen and 
a small amount of carbon monoxide. The con- 



reactive methanol, the condensed water is re- 
turned to the feed makeup system rather than 
being sent back to the water sump. 

88. Gas Separation System 

Figure 83 shows the gas separation system 
which separates the gases from each other. The 
system consists primarily of the MEA absorber, 
the MEA exchanger (cooler) , the reactivator, 
the condenser, the potassium permanganate 
scrubber, and the carbon dioxide separator. 
This is sometimes called the cyclic system be- 
cause the MEA is circulated through all com- 
ponents involved over and over again. During 
each cycle the temperatures and pressures are 
changed to produce conditions that are most 
conducive to, first, absorption, then separation. 

a. The MEA Absorber. The mixture of hy- 
drogen and carbon dioxide enters the bottom of 
the absorption tower. A 30-percent solution of 
MEA is fed into the top of the tower counter- 
currently to the gaseous mixture. As the two 
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hydrogen is then compressed to the cylinder 
manifold pressure and fed into the manifold for 
cylinder charging. To avoid the possibility of 
explosion within the absorber, a back pressure 
regulating valve is installed in the outlet H 2 line 
to keep 5 psig on the gas generation system, 
thus preventing air from entering the system 
which would cause an explosion. 

b. MEA Exchanger. The MEA and carbon 
dioxide solution, which is now referred to as 
rich MEA, is filtered and passes into a heat ex- 
changer which preheats the solution in a pre- 
liminary step to the separation of the MEA and 
carbon dioxide. 

c. Reactivator. The reactivator is a packed 
column in which the rich MEA from the heat 
exchanger is vaporized by steam flowing 
through the reboiler tubes in the bottom, of the 
column. The temperature of the reboiler is 
such that the mixture entering the reactivator 
reaches a temperature of 144C. (290F.) and 
a pressure of 40 psig. At this temperature the 
MEA and carbon dioxide dissociate and as the 
hot vapor travels upward through the column, 
separation is achieved. As a result the carbon 
dioxide passes through the top of the column 
to a condenser and the MEA is removed from 
the bottom of, the column. The MEA flowing 
from the bottom of the reactivator column is 
now known as lean MEA and is fed back 
through the preheater (MEA exchanger) to 
heat the rich MEA. The term "rich" indicates 
MEA that contains carbon dioxide and "lean" 
indiactes MEA that does not contain carbon 
dioxide. The lean MEA is further cooled by 
water and fed back into the top of the absorp- 
tion tower. Any of the MEA lost in this trans- 
fer process is compensated for by the MEA 
from the makeup tank. 

d. Condenser. The carbon dioxide, together 
with some vaporized MEA and water, flows 
from the reactivator to a condenser where the 



trained liquid is removed and the pure carbon 
dioxide flows to the carbon dioxide system. 

/. Floio Rate. The normal flow rate is estab- 
lished to maintain operating levels and will 
vary considerably between start-up and produc- 
tive operation. The following rule of thumb, 
developed through practical experience, has 
proven successful in establishing the correct 
flow rate. "The flow rate in gallons should be 
approximately equal to one half of the reboiler 
pressure." 

89. Carbon Dioxide System 

The purpose of the carbon dioxide system 
(fig. 84) in the methanol-water unit is to lique- 
fy by compression and cooling the carbon diox- 
ide obtained from the separation system. This 
makes it possible to pump the liquefied gas into 
the cylinders or to convert it into the solid 
state in the dry ice plant. This system consists 
of a multistage compressor, usually two stages 
with an intercooler and after-cooler built inte- 
grally into the compressor, a separator, a filter, 
a dryer, and a liquefier. 

ft. Compressor. Initially carbon dioxide from 
the separation system passes through a secon- 
dary filter to insure the removal of any liquid 
entrapped in the gas. The gas then enters the 
first stage of a two stage compressor at an inlet 
pressure of 35 psig. This pressure is main- 
tained back through the potassium permaga- 
nate scrubber and reactivator by recirculating 
some of the high-pressure gas from the dis- 
charge side of the compressor through these 
two pieces of equipment, which are a part of the 
gas-separation system. It is necessary to main- 
tain this pressure in the reactivator to insure 
that the required temperature for adequate re- 
activation of MEA solution is held. From the 
first stage of compression the gas passes 
through an intercooler to remove the heat of 
compression, and then into the second stage of 
compression where the pressure is raised to ap- 
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Figure 84. Carbon dioxide system for methanol-water proceau. 



c. Filter. The gas next enters a cylinder 
filled with activated alumina which acts as a 
filter to remove any additional traces of en- 
trained oil. 

Note. If the MEA turns slightly darker than nor- 
mal during operation, it is generally a sign of dirty 
filters. Fine particles of soot will work through the 
filter mesh and contaminate the entire system unless 
the filters are cleaned. 

d. Dryer. After passing through the filter, 
the gas is piped into the top of 1 of 2 cylinders 

(called adsorbers or dryers) which are filled 
with activated alumina and are designed to ad- 
sorb any water still in the gas. These cylinders 
are alternately reactivated (dried out) by pass- 
ing heated, thermostatically controlled air 
across the alumina. 

e. Liquefier. The dry carbon dioxide now 
enters the liquefier where it is converted to the 
liquid state by the use of a refrigerant such as 
freon. The liquid carbon dioxide collects in the 



liquid pumped directly into the storage tank oJ 
the plant for conversion into solid dry ice. 

90. Water Distribution System 

a. Equipment. A cooling tower and a watei 
makeup tank (fig. 85) are the main items oJ 
equipment in the water-distribution system. 

6. Cooling Tower. The cooling tower is th< 
heart of the water system. It removes hea 
from the process through heat exchangers anc 
supplies water to the boiler for the generatioi 
of steam. Water from the condensate trap! 
formerly used in the heat exchanger, as well ai 
the water overflowing from the boiler, enters 
the cooling coils of the tower as shown in figun 
85. This water inside the coils is cooled bj 
water at a lower temperature flowing ove: 
the coils. The water temperature flowing 
over the cooling' coils in the cooling systen 
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Figure 85. Cooling system for methanol-watcr plant. 



91. Heating System 

The heating system furnishes process steam ; 
lue gas for the superheater and converter; 
;eam to make distilled water for the feed solu- 
on ; and it also provides heat in the trailer for 
.ie comfort of the personnel. Briefly, steam is 
trovided by vaporizing water in the coils of the 
ooiler. The heat to perform this task is fur- 
nished by an oil-fired burner which feeds an oil 
mixture into the system in proportion to the 
amount of water in the boiler coils. The amount 



of water that enters the boiler is controlled by a 
pressure switch at the boiler outlet. If the 
steam pressure reaches a predetermined point, 
the pressure switch actuates a valve to auto- 
matically bypass the water back to the boiler 
water feed. Simultaneously this safety mech- 
anism automatically bypasses the oil to the 
burner until the water flow is restored in the 
system. Under normal operating conditions, 
however, the consumption of the steam in the 
system should never allow this condition to 
occur. 



Section VIII. SAFETY AND PROTECTIVE MEASURES 



92. Introduction 

The plants used in this process are well t>ro- 



ing equipment or abnormal pressure rises in the 
system. In addition, a central control panel 



motors in the carbon dioxide plant are equipped 
with overload safety devices that must never be 
blocked or bypassed. Portable carbon dioxide 
fire extinguishers (fig. 59) are available for 
emergency use in the plant areas where there is 
a fire hazard. 

93. Handling Materials Used in Production 

a. Methanol. Methanol used in the gas-gen- 
erating plants discussed in this chapter is 
poisonous, volatile, and flammable, and meth- 
anol vapor forms explosive mixtures with air. 
Consequently, be careful in handling or trans- 
ferring the liquid. Areas used for these opera- 
tions should be well ventilated and protected 
from sparks or flames. If any methanol should 
spill on the floor of the trailer, wipe it up im- 
mediately and dispose of the rag by placing it 
in a closed metal container or by burying it. 
Never mix methanol and oily rags. 

b. Monoethanolamine. ME A and its solu- 
tions are chemical bases which are highly cor- 
rosive and hazardous to personnel. When 
handling or transferring MEA from its con- 
tainer to the generating plant, wear safety gog- 
gles to protect the eyes, and use extra care to 
avoid splashing the solution on hands or face. 
If any solution spills on the skin, immediately 
irrigate or flood the area with water since speed 
is essential in preventing serious caustic burns. 
Do not wipe or rub as this will spread the con- 
taminant over a larger area and, if it is on the 
skin, will cause irritation. MEA also attacks 
common clothing materials, so take care in 
handling to prevent spilling on clothing or the 
cloth will rot away. 

c. Catalyst. In the gas equipment plant, the 
reduced catalyst is a fire hazard because it ox- 
idizes rapidly, generating enough heat to ignite 
any flammable material with which it conies 
into contact. Consequently, in discharging the 
converter, dump the catalyst into a metal con- 
tainer, thoroughly wet down, and dispose of it 



other organic materials may also cause combus- 
tion or an explosion. Therefore, the container 
used for the measure and transfer of permanga- 
nate will be used for this purpose only. If either 
the dry chemical or the liquid is spilled, im- 
mediately flush the area with water. 

94. Gas Products 

a. Hydrogen. 

(1) Hazards. Hydrogen mixed with air is 
highly explosive and whenever pos- 
sible operate the plant with all doors 
and hatches open to insure adequate 
ventilation. Make frequent checks to 
insure that there is no leak of hydro- 
gen from the piping or equipment. 
Also, avoid all flames or sparks which 
might ignite an explosive mixture. 
There should be no smoking within a 
100-foot radius of the plant while it is 
in operation. Do not wear shoes with 
nails, and use only nonferrous, non- 
sparking tools such as brass or bronze 
hammers, wrenches, screwdrivers, and 
so on. When purging a hydrogen gas 
stream, vent it to the air. 
(2) Safety rules. The same safety rules 
apply to hydrogen as apply to acety- 
lene except that pressure over 15 psi 
may be used. These rules are covered 
in detail in paragraph 120. Since 
hydrogen leaks through all but the 
best fittings, use special care to guard 
against leakage. Use soapy water 
with a 100 percent pure olive-oil base 
in testing for leaks. 
b. Carbon Dioxide. 

(1) Hazards. Gabon dioxide can either 
be stored as a liquid under pressure in 
cylinders or be vapor-flashed to snow 
and then compressed into blocks or 
cubes and stored as dry ice. Dry ice 
does not melt but changes directly 



(a) Since carbon dioxide, in addition to 
being heavier than air, is both in- 
visible and odorless, it presents a 
particular hazard. It tends to col- 
lect in low, unventilated places. Per- 
sons going into such areas, or re- 
maining there, run the risk of 
smothering to death, unless they are 
equipped with a breathing mask and 
an independent supply of oxygen. 
Small percentages of carbon dioxide 
will cause tiredness and headaches. 
Three percent in air doubles the 
breathing effort, 5 percent causes 
panting, 8 percent causes marked 
distress, and 10 percent causes un- 
consciousness. 

(b) Treatment of an exposed person in- 
cludes removing him from the car- 
bon dioxide atmosphere, using 
artificial respiration, administering 
oxygen, and keeping him warm and 
quiet. 

(c) Avoid artificial heating of cylinders 
whenever possible. Never use elec- 
tric or gas heaters. If an increased 
discharge rate is requir.ee!, immerse 
the cylinder in a bath of lukewarm 
or 50C. (120F.) water. 

(d) Do not expose cylinders to marked 
changes in temperature (exterior 
18C. (0F.) to interior 21C. 

(70F.) ) , since the gas may expand 
sufficiently in this change to break 
the rupture disk and injure nearby 
personnel with flying particles. 

(e) Be careful in preventing any for- 
eign material, particularly water or 
water vapor, from entering the cyl- 
inder valve because of the danger of 
freezing and clogging the valve. 



weights. The difference will 
equal to the weight of the gas 
has been withdrawn. Follow 
weighing and recording procec 
each time gas is discharged f 
the cylinder, so that the quantit 
gas remaining may be learnec 
any time by referring to the 
ords. In this way, partly full cj 
ders will not be confused with 
empties. 

(h) All electrical controls and mo 
are potentially dangerous if allo 
to become wet with water or li< 
chemicals. A combination of 
hands, clothing, and electrical eq 
ment can induce current 
through the body to the metal i 
of the plant. Painful shock, or < 
death by electrocution, could re: 

(i) In operating the scrubber, n< 
allow potassium permanganate 
glycerine to come into contact i 
each other. The result woulc 
instantaneous combustion or an 
plosion. 

(3) Safety rules for solid carbon dio, 
(dry ice) . 

(a) Wear gloves when handling drj 
or materials that have been in 
tact with dry ice since the ice h 
temperature of 79C. (110' 
and can cause frostbite similar 
severe burn. 

(b) Do not put dry ice in any drill 
even a small piece will cause a p 
f ul frostbite. 

(c) Do not place dry ice in any t 
container except one designed 
the purpose since the pressure i 



injury. or ringing in the ears, get into fresh 

, . T ,, , , . air immediately. 

(e) In a small enclosed space, gas from 

dry ice acts the same as liquid va- 95. Fire Fighting 
por, causing suffocation. If warned See paragraph 52. 



CHAPTER 4 
GENERATION OF ACETYLENE 



Section I. INTRODUCTION 



96. Acetylene 

Acetylene is a colorless gas which is slightly 
lighter than air. In its pure state it has a 
garlic-like odor and is slightly anesthetic. The 
production of acetylene is similar to that of 
carbon dioxide and unlike oxygen in that it is 
obtained by a chemical process reaction. Acety- 
lene differs from oxygen, hydrogen, and carbon 
dioxide in that it is classed as an organic 
rather than an inorganic compound. It will be 
recalled from the discussion in paragraph 6 
that organic chemistry is generally referred to 
as the study of the chemistry of carbon com- 
pounds ; and although the dividing line between 
organic and inorganic compounds is not a sharp 
one, acetylene, which has the chemical formula 
of CaBL, can be expected to exhibit some of the 
more common properties associated with an 
organic material. When it is produced by the 
calcium-carbide-water process, it contains some 
impurities. The plant used by the Corps of 
Engineers employs the carbide-water process 
and is called an acetylene generator. The man- 
ufacturer's operational manual calls it the 
TMCP-750, which stands for Trailer Mounted 
Compression Plant, 750 cubic feet per hour. 

97. Uses of Acetylene 

The most important use of acetylene gas is 
in the oxyacetylene cutting and welding torches 
for cutting and welding metals. Acetylene has 



One of the more recent uses for acetylene is as 
a raw material in the manufacture of other 
compounds such as synthetic rubber. If its 
cost were not so high, acetylene would be used 
more extensively in this- respect. 

98. Sources of Acetylene 

Most of the acetylene produced today is 
formed by the reaction of water and calcium 
carbide, a chemical compound consisting of 1 
atom of calcium and 2 atoms of carbon. On 
occasion, acetylene has also been produced by 
subjecting carbon compounds such as methane 
(CH.,), ethane (CJI,,), propane (C ;i H 8 ), and 
natural gas to a process called thermal decom- 
position. In this process high temperatures 
break down the bonds holding the large hydro- 
carbon molecule together and cause it to re- 
form into different, smaller hydrocarbon mole- 
cules usually producing some hydrogen and 
free carbon. Because the carbide process is 
used by the Army for the mobile gas generat- 
ing units, it will be described in greater detail 
in this chapter. 

99. Properties of Acetylene 

Whenever acetylene has a disagreeable odor, 
it appears to be due to traces of impurities. 
Physiologically, acetylene acts as an anesthetic 
and the purified gas has been used for this 
purpose. As stated previously, it is an organic 
compound containing 2 carbon and 2 hydrogen 



plosive. Though oxygen is necessary for com- 
bustion it is not necessary in an acetylene ex- 
plosion, because this is caused by decomposition. 
Thus acetylene must be handled with utmost 
care and can at no time be allowed to escape 
into a confined atmosphere. Being lighter 
than air, it will tend to collect at the top of a 
room, or trailer, and form an explosive mix- 
ture. In addition to its wide explosive range, 
acetylene is dangerous at any pressure above 
15 psig. However, if properly controlled the 
pressure of small quantities of acetylene may 
be raised to enable faster filling of cylinders. 
Also, this explosive characteristic of acetylene 
gas makes it necessary to store the material in 
a manner different from all other gases. De- 
tails on the construction of acetylene cylinders, 
filler materials, and the absorbing agent, ace- 
tone, used in the storage of acetylene under 
pressure are given in paragraph 130. 

100. Properties of Calcium Carbide 

a. Manufacture. Calcium carbide is the 
major raw material in the production of acety- 
lene. It is a hard, grey, solid substance that is 
produced by heating lime (calcium oxide) and 
coke (carbon) , at a ratio of 60 to 40 by weight, 
by means of an electric furnace. A 3-phase 
electric current is passed through carbon elec- 
trodes (or rods) extending into the furnace 
and heats the mixture to between 2,000 and 
2,100 C. (3,600 and 3,800 F.). At this tem- 
perature the calcium oxide and coke are fused 
together to form calcium carbide and carbon 
monoxide. This action can be represented by 
the following equation: 

CaO + 3C - CO + CaC, 
The molten calcium carbide is allowed to cool, 



into various sizes. The carbide is. so sensitive 
that the crushing and screening operation is 
carried out in a nitrogen atmoshpere to prevent 
the moisture in the air from combining with 
the carbide and forming an explosive mixture 
of acetylene and air in the area. 

b. Chemical Properties. The most useful 
chemical property of carbide is its ability to 
react with water and form acetylene. For this 
reason the carbide is supplied in airtight leak- 
proof drums which can be readily handled or 
stored. A leaky carbide drum is easily de- 
tected by a characteristic acetylene odor and 
the gray deposit formed inside the drum as the 
result of the interaction of calcium carbide and 
water vapor. If a leaky drum is found and an- 
other airtight drum is not readily available for 
storing the carbide, the material should be dis- 
carded by dumping very small amount (hand- 
fuls) into a pit where the acetylene plant waste 
products are discarded. 

101. Properties of Calcium Hydroxide 

The byproduct of acetylene generation is 
calcium hydroxide (Ca(OH),), commonly 
known as lime slurry and resembling a mixture 
of whitewash. It is common for small carbide 
particles to become entrained in the slurry as 
it leaves the plant. These particles continue to 
react and produce acetylene. Th lime is an 
active base as indicated by the (OH) radical in 
the formula, and is practically insoluble in 
water. It has a characteristic acetylene odor, 
and is formed as a residue in the acetylene 
generator from the action of water on the cal- 
cium carbide. It is commonly disposed of by 
digging a pit near the mobile unit and draining 
the lime residue into it for storage and possi- 
ble future use. 



Section II. CHEMISTRY OF ACETYLENE PRODUCTION 



102. Introduction 



ing acetylene and leaving a thin mixture of lime 



103. Chemical Reactions 

Acetylene is produced from calcium carbide 
and water by carefully controlling the follow- 
ing reaction: 

Gas 
CaC, + 2H 2 - C 2 H 2 + Ca(OH), -139,100 

GAL 
GM-Mol 

This chemical formula states that 1 molecule 
or mole of calcium carbide reacts with 2 mole- 
cules of water to produce 1 molecule or mole of 
acetylene and 1 molecule or mole of calcium 
hydroxide. Recall that a gram mole of a com- 
pound is the number of grams equal to the sum 
of the atomic weights of the individual ele- 
ments. By an examination of table I the atomic 
weights of the elements are found to be 

Calcium 40.080 

Carbon 12.011 



26 grams ; and a gram mole of calcium hydrox- 
ide (Ca(OH) 2 ) is 74 grams. Therefore, it 
requires 64 grams of calcium carbide and 36 
grams of water to produce 26 grams of acety- 
lene. In addition, 74 grams of calcium hydrox- 
ide slurry are realized as a byproduct. A com- 
parison of relative weights of materials, prod- 
ucts, and byproducts is shown below. 
CaC 2 + 2H 2 - C 2 H 2 +Ca(OH) 2 - 139,100 

CAL 
GM-Mol 

64 gm + 36 gm -> 26 gm -f- 74 gm 
Also, for every 26 grams of acetylene produced, 
139,199 calories of heat are given off. Since a 
calorie is the amount of heat necessary to raise 
1 gram of water 1 centigrade, it can be seen 
that the reaction of generating acetylene is a 
violent and dangerous process requiring con- 
stant vigilance by operating personnel. 



Section III. PRODUCTION OF ACETYLENE 



104. Introduction 

a. The carbide process for the manufacture 
of acetylene can be broken down into four dis- 
tinct steps consisting of 

(1) Adding carbide to water. 

(2) Collecting the generated gas. 

(3) Compressing the gas into cylinders. 

(4) Disposing the lime residue remaining 
in the generators. 

b. This section, with the aid of a flow sheet 
(fig. 86) , will trace in greater detail the process 
outlined in a above. 

105. Starting the Unit 

a. Prestart Procedures. Electrical power for 
the acetylene plant is generated by a diesel- 
engine-driven alternator. Before starting the 
alternator set, an inspection should be made 
for leaks, cleanliness of the area, and the pres- 



ACETYLENE 



WATER 




TO CHARGING 
MANIFOLD 

Figure 86. Simplified flow sheet for the generation 
of acetylene. 

the fire extinguishers. All switches on the panel 



ing the power plant are on the operating in- 
struction plate, located on the left wall of the 
trailer just inside the door. When starting the 
unit, water from a river, lake, or other conven- 
ient source of supply is pumped into a water 
storage tank. Some of the water from the stor- 
age tank is pumped into the acetylene generator 
until the generator is at the operating level. 
Depending upon the size of the generator, the 
appropriate amount of calcium carbide is then 
charged into the carbide hoppers, which are lo- 
cated above the generator. After purging the 
entire system of air, the actual generation 
process is begun. 

106. Generation of Acetylene 

Initially, the carbide is manually fed through 
the throat of the hopper, and on contact with 
the water in the generator the actual generation 
of the acetylene is noted by the violent bubbling 
action in the water. As the reaction proceeds 
and more gas is generated, the pressure will 
build up in the generator. When this pressure 
reaches a predetermined point, which will vary 
according to operating conditions and the type 
of unit, the manual-feeding operation is no 
longer required. The feeding of the appropriate 
amount of carbide is now done automatically. 
The generated gas is drawn off through the top 
of the generator and at this point is referred 
to as low-pressure acetylene. The low-pressure 
acetylene then passes to a device known as a 
flash-back arrester. The purpose of this device 
is to prevent any flame or spark which may 
occur in the remainder of the process from 
reaching the generator. The flash-back ar- 
rester is designed so that the acetylene has to 
bubble through a tank of water, and the water 
stops any flame or spark from flashing back to 
the generator. The acetylene is then filtered to 
remove any dirt and free water it has picked 
up, and is passed to the first stage of a multi- 
stage compressor to be compressed before being 
charged into the cylinders. In the compressor 



traps. The gas is then passed through a cal- 
cium chloride dryer to remove any further 
traces of water. The gas then flows through a 
back-pressure regulator valve to another set of 
flash-back arrester. The purpose of the back- 
pressure regulator is to prevent any of the low- 
pressure acetylene from reaching the flash-back 
arresters or the cylinder charging manifold un- 
til the gas pressure reaches approximately 200 
psig. The flash-back arresters at this point 
prevents any flame or spark that might origi- 
nate in the charging manifold from reaching 
the compressor. The gas then passes through 
the charging manifold to the acetylene cylin- 
ders or storage. The storage of high-pressure 
acetylene by dissolving the gas in acetone with- 
in a porous filler is covered in paragraph 130t>. 

107. Acetylene Compressor 

The acetylene compressor (fig. 87) is a three- 
stage, four-cylinder machine. Two of the cyl- 
inders are used for the first stage of compres- 
sion. This is necessary in order to handle the 
large volume of gas which is present before any 
compression has been done. The compressor 
is driven by a 5-horsepower electric motor 
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1 Acetylene discharge 

2 Oil pressure gage 

3 Acetylene inlet 

4 Second intercooler con- 
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10 Oil level sight glass 

11 Oil drain plug 

12 Oil filler plug 

13 Lubricating oil pump 



vent a .spark from igniting any acetylene which 
may be in the trailer. Inlet and outlet valves 
of the feather or spring type are located in the 
cylinder heads. On the downstroke the inlet 
valve opens and the outlet valve closes. As 
acetylene flows through the compressor assem- 
bly, it is compressed and cooled, and the mois- 
ture is removed. 

108. Water System 

Water in the acetylene process serves two 
purposes. First, it is used to charge the acety- 
lene generator; and second, it is used as a cool- 
ant to remove the heat of compression in the 
forecoolers, intercoolers, and aftercoolers of 
the compressor. As seen above, water is taken 
from the source of supply and pumped into the 
water storage tank. To cool effectively the 
water in the storage tank should not exceed 
24C. (75F.). Consequently, the system is 
usually provided with a water cooler to keep 
the water below this temperature. The opera- 
tion of the water cooler is similar to the opera- 
tion of a spray tower. In this type of cooler 
(fig. 88) the water is sprayed through nozzles 
into the air and the accompanying vaporization 
causes the water temperature to be lowered. 
When the compressor is running, the cooling 
water is circulated through the compressor cool- 
ing tank to remove the heat of compression. It 
then returns to the heat exchanger to be re- 
cooled. In addition to removing the heat of 
compression, the cooling water, because of its 
lower temperature, causes the condensation of 
some of the remaining moisture in the acety- 
lene. This moisture drains to condensate traps 
and is periodically removed. This is an im- 
portant phase of the opei'ation since water is 
one of the main constituents of the reaction in 
the formation of acetylene gas. Therefore, the 
generated gas will contain a large amount of 
water which must be removed. 
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1 Vents 

2 Blower motor 

3 Belt guard 

4 Drive pulley and belt 

5 Spray nozzles 

(i Inlet to spray header 

7 Cooling coils 

8 Spray pump motor 

9 Spray pump 
Water shutoff valve 
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11 Float operated valve 

12 Spray collector 

13 Float 

14 Splash baffles 

15 Air inlet grill 

1(5 Cooling- coil and fins 

17 Access door 

18 Spray baffles 

19 Blower drive shaft 

20 Blower casing 

21 Rotary blower 



Figure 88. Spray tower. 



109. Air Flow 
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than 20 psig. filtered to remove any dust, and 
regulated by a pressure regulator to assure a 
constant air supply. Air pressure is used to 
operate the temperature safety control, inlet- 
water temperature control, and the high- and 
low-level alarms. These controls, requiring a 
constant air supply, operate as follows: 

a. The water-temperature control regulates 
an air-operated valve to control the inlet water 
which controls the temperature of the genera- 
tor. 

b. The temperature safety control operates a 
pneumatic alarm switch which will sound an 
alarm when the temperature in the generator 
exceeds a safe point. 
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functioning. In this case, the alarm switch 
would sound and corrective action would be 
taken immediately. 

I 10. Acetone System 

The acetone system is simple. Acetone is 
pumped from a tank to a two-way valve. The 
valve directs the flow of acetone either to the 
scales where it is used to refill the acetylene 
tanks or back to storage. Due to the flammable 
nature of acetone, the pump is of explosion- 
proof and fireproof construction. A detailed 
description of the procedure to be used in han- 
dling and replenishing the acetone in acetylene 
cylinders is covered in paragraphs 123 and 124. 

N I. Fuel System 

a. Diesel Fuel. Diesel fuel is stored in the 
fuel storage tank in the engine compartment of 
the trailer. From the storage tank, the fuel 
flows through the fuel oil line to the fuel injec- 
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tank by a similar line. The tank is filled either 
by a motor driven pump or by a hand pump. 
The hand pump is used when it is not possible 
to use the motor driven pump. 

b. Gasoline. The personnel heater uses gaso- 
line as a fuel. It is stored in the gasoline com- 
partment of the fuel storage tank. From the 
storage tank there are two gasoline lines, one 
to each personnel heater fuel pump. The gaso- 
line is pumped into the storage tank by a hand 
operated pump. This gasoline flows through 
the suction line to the pump. From there it 
flows to the storage tank. 

1 12. Summary 

The generation of acetylene is a relatively 
simple process, but caution must be used be- 
cause of the possibilities of explosion. The dis- 
posal of the calcium hydroxide (commonly 
known as lime slurry) should be taken into con- 
sideration when selecting a site for the mobile 
unit. 



Section IV. DESCRIPTION OF TYPICAL ACETYLENE GENERATOR 



I 1 3. Acetylene Generator 

Because the acetylene generator is unique to 
the carbide process, and because it was not cov- 
ered in detail in previous sections, it is de- 
scribed more fully in this section to give a clear 
understanding of the carbide process. All acety- 
lene generators, irrespective of manufacturer, 
are similar in construction. The generator con- 
sists of the generator tank proper with its ac- 
cessory equipment, the carbide hopper and feed 
mechanism, and the flash-back arrester. 

I 14. Generator Tank 

The acetylene generator (fig. 89) is a cylin- 
drical tank having two identical carbide hop- 
pers mounted on its top. The feed water-inlet 
valve and the flash-back arresters are also 
mounted on the ton of the venerator, on the 



the generator, actuating the temperature con- 
trol and the temperature high-limit control. 

115. Carbide Hopper and Feed Mechanism 

A cross section of the carbide hopper mecha- 
nism is shown in figure 90. Initially, the oper- 
ating lever is placed in the feed position, which 
allows the carbide to enter the generating tank. 
When the pressure in the generator has reached 
a predetermined pressure setting (approxi- 
mately 10 psig) , the pressure regulating mecha- 
nism operates the feed valve and automatically 
controls the pressure in the generator. The 
control positions of the operating lever are 
shown in figure 91. Automatic control of the 
carbide hoppers is maintained as follows: 

a. Primary Hopper. The pressure in the gen- 
erator exerts a force on a dianhraerm bellows 
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1 Hopper vent valve 

2 Hopper equalizer valve 

3 Water-shell pressure- 
relief valve 

4 Carbide fill cap 

5 Carbide hopper 

(i Water-inlet valve 

7 Water meter 

8 Water-level sight glass 
!) Agitator-shaft 

sprocket 

10 Water shell 

11 Water-level alarm 
control 
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12 Residue drain-valve 
control 

13 Residue drain valve 

14 Residue drain-valve 
air-pressure gage 

15 Throat cleaner 

1G Temperature bulbs 

17 Operating lever 

18 Flashback arrester 

19 Flashback arrester 
pressure relief valve 

20 Acetylene discharge 
valve 

21 Vent valve lever 



Figure 89. Acetylene generator. 

generator pressure automatically. Conversely, 
when the pressure falls below the minimum 
setting, the diaphragm will move downward, 
allowing more carbide to enter the generator, 
returning the pressure to the predetermined 
setting. 

b. Secondary Hopper. The secondary hopper 
maintains a constant pressure in the generator 
during replenishment of the carbide supply in 
the primary feed. The secondary hopper feed 
is actuated at a pressure slightly lower than 
that of the primary hopper. Consequently, 




1 Hopper top 

2 Inner cover 

3 Glass cylinder gasket 

4 Bolts 

5 Glass cylinder 

6 Pulsator cover 

7 Pulsator assembly 

8 Hopper to tank gasket 

9 Feed valve 



10 Throat-cleaner bumper 

11 Feed lever 

12 Pulsator-cover guide 

13 Pressure-regulating 
mechanism 

14 Operating lever 

15 Upper shutofF valve 
1C Pulsator hose 

17 Hopper skirt 

18 Carbide feed throat 



Figure 90. Carbide hopper. 

tings are changed or varied in relation to the 
desired output of the plant (table XII, app. II) . 
As the pressure is increased the amount of 
acetylene produced is increased. The tempera- 
ture of the reaction is controlled by the water 
inlet temperature (in hot weather a cylinder 
spray system is provided for cooling the acety- 
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AUTOMATIC FEEDING POSITION 

1 1 ' 

B 



1/4 TO 3/8 

IN SPACE-' 

WHEN FEED'ING 




NON FEEDING VERTICAL POSITION 

urv 

imr 



PRESSURE TOO LOW FOR 
AUTOMATIC OPERATION 



Figure 91. Operating lever positions. 

arrester through the inlet and is bubbled 
through the water in the arrester. The water 
is supplied through the water-filling valve. The 
baffle plates in the arrester and the filter car- 
tridge directly above the baffle plates help to 
remove some of the water entrained with the 
g-as before the gas passes to the compressors. 




1 Prossure-relief-valve 6 Flash-arrester inlet 
lever 7 Drain plug 

2 Acetylene discharge 8 Water-filling valve 

iV' e . , 9 ' Pressure-relief valve 

S Filter cartridge 10 Pressure-relief-valve 

4 Baffle plate vent 

5 Check valve 

Figure .92. Flash back arrester 

Note. For more detailed information on the fore- 
going equipment, reference should be made to the manu- 
facturer's equipment manual. 



Section V. PLANT LAYOUT 



space, ine larger iurwa.ru 
compartment contains all the equipment for the 
production and compression of acetylene. En- 
trance doors with demountable steps are pro- 
vided on both sides of the trailer body. The 
van-type trailer (fig. 94) measures 291/2 feet 
long-, 8 feet wide, and 11 feet high, and weighs 
15 tons in operation. The trailer body is of 
steel, with insulated walls and roof, and a wood 
floor. Four manifold doors, on both sides of the 
trailer, provide a means for connecting cylin- 
ders to the charging manifold. The trailer has 
dual rear wheels on a single axle. The front of 
the trailer may be supported by landing gear. 
A towing dolly comes with the acetylene gen- 
erator. Using this dolly, a 5-ton truck can 
move the plant. If the dolly is not available, an 
M-52 tractor can tow the plant. 

I 1 8. External Plant Layout 

In choosing a site for the acetylene-generat- 
ing plant, the factors to be considered include 
available water source, uncontaminated atmos- 
phere, surrounding conditions, and proper trail- 
er installations. These factors are the same as 
those discussed in detail in chapter 2 and shown 
in figure 54. In addition, due to the nature of 
acetylene, special consideration should be given 
the surrounding atmosphere to avoid contami- 
nation which could lead to explosion. Special 




1 Fuel oil shutoff valves 

2 Fuel storage tank 

3 Heater exhaust 

4 Control switch, air 
compressor 

5 Gasoline gage 

6 Heater fuel pump 

7 Air compressor 

8 Gasoline shutoff valves 

9 Air receiver tank 

10 Heaters 

11 Tool cabinet 

12 Carbon dioxide fire 
extinguisher 

13 Gasoline hand pump 

14 Gasoline suction hose 

15 Carbon tetrachloride 
fire extinguisher 



16 Electric generator set 

17 Fuel oil suction hose 

18 Fuel oil hand pump 

19 Fuel oil power pump 

20 Selector switch 

21 Motor starters 

22 Light switches 

23 Control panel, electric 
generator 

24 Multibreaker panel 

25 Pushbutton switch, 
fuel oil pump 

26 110-volt receptacle 

27 Storage batteries 

28 Fuel oil gage 

29 Pressure switch 
inclosure 

30 Flame arrester 



Figure S3. Rear view of engine-compartment equipment. 

consideration should also be given to a means 
of disposing of the large amount of calcium 
hydroxide formed as a byproduct in the gen- 
eration process. 
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1 Engine-compartment 
ventilators 

2 Heat-exchanger vents 



3 Towing dolly 

4 Acetylene cylinders 

5 Dial scales 

6 Charging manifold 



7 Nameplate and date 
plate 

8 Steps 

9 Air-intake louvers 



Figure 94. Trailer, right-rear -view. 



10 Tailgate 

11 Rear-door ventilating 
louvers 



Section VI. SAFETY AND PREVENTIVE MEASURES 



I I 9. Introduction 

This section will cover the specific safety pre- 
cautions required in the generation of acetylene. 
Because of the dangerous nature of the mate- 
rial, these precautions are emphasized again 
and again in this manual. All personnel associ- 
ated with gas generating should be held strictly 
accountable for knowing the hazards and ob- 
serving the safety rules given below. All others 
working with or handling acetylene should also 
know these safety precautions. 

1 20. Acetylene 

a. Hazards. Acetylene is stable and safe to 
handle as charged in standard Army acetylene 
cylinders. However, in the free gaseous state, 
or if compressed in cylinders not designed for 



sures exceeding 15 psig, acetylene is dangerous- 
ly explosive. This means that acetylene can 
explode of its own accord when improperly 
stored or handled. It does not always need aii 
or oxygen or a spark to help it explode. Anj 
shock or heat may be enough to set acetylene ofl 
if it is stored at a pressure higher than 15 psig 
When mixed with air or oxygen, the chances oj 
violent explosion are increased. Acetylene ir 
copper piping systems or in piping systems witt 
silver-brazed joints may form a compound bj 
the replacement of hydrogen in the acetylen< 
with silver or copper (C 2 Ag a or C 2 Cu 2 rathe] 
than C 2 Ho). These compounds, called acety 
lides, are violently explosive and can be deto 
nated by shock or heat. 

b. Safety Rules for Acetylene. 
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heat or shock. Since the pressure 
within the acetylene cylinders is ap- 
proximately 400 psig, use extreme 
care at all times when handling these 
cylinders. 

(2) Use acetylene cylinders only in the 
correct position, with the valve end up 
to avoid the possibility of withdrawing 
the acetone when the cylinders are he- 
ing discharged. They may be stored 
in any position, but must be placed 
upright at lease 2 hours before being 
used. 

(3) Never transfer acetylene from one 
cylinder to another, and do not mix 
any other gas with it in the cylinder. 
It is possible to charge or refill acety- 
lene cylinders safely only with special 
equipment (ch. 5). 

(4) Keep sparks and flames away from 
acetylene cylinders. Do not under any 
circumstances allow a flame to come in 
contact with the safety devices. 

(5) Never allow acetylene cylinders to 
come in contact with electrical welding 
apparatus or circuits. 

(6) When it is necessary to test for leaks, 
use soapy water. 

(7) Do not interchange acetylene regu- 
lators, hose, or other appliances with 
similar equipment intended for other 
gases. 

(8) Use only approved manifolds. 

(9) Never use homemade or improvised 
acetylene generators. 

(10) Always keep the wrench or hand 
wheel used for opening the cylinder 
valve on the valve spindle when the 
cylinder is in use. 

(11) Do not use the recessed top of the 
cylinder as a place for tools. 
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ylene in a cylinder is determined by 
weight, and the pressure in a cylinder 
does not accurately indicate the 
amount of gas contained therein. 

121. Calcium Carbide 

a. Store carbide in a place that is dry, water- 
proof, and well ventilated. 

b. Do not allow carbide to come in contact 
with water or moisture outside the generator. 
Water or moisture in the air will for acetylene 
with calcium carbide and create acetylene out- 
side the generator. Therefore, always replace 
and securely fasten the covers on partially full 
or empty carbide containers. Make sure that 
the screw cover is closed with the gasket in 
place. Empty containers should be completely 
clean of carbide before closing. If carbide or 
carbide dust is spilled on the floor of the gen- 
erator room, it should be swept up immediately 
and thrown in the pit used for the carbide 
residue. 

c. Use carbon dioxide extinguishers rather 
than water on fires involving carbide. 

d. Do not place lights of any kind, or any 
other possible source of ignition, into or near a 
carbide container. 

e. Handle carbide and carbide drums with 
reasonable care. When removing carbide from 
drums to charge the hopper, do not use scoops 
or shovels which might cause sparks. Monel 
metal or wood tools are suitable. Handle car- 
bide drums so they will not be damaged. 

/. Discharge the carbide residue into a pit 
which should be located at least 30 feet from 
the plant. Since the carbide residue is slaked 
lime, some of it can be used for whitewash. 

122. Fire Fighting 
See paragraph 52. 



Section VII. FILLIN6 CYLINDERS 
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Figure 95. Weighing an acetylene cylinder. 

(1) If the cylinder has no pressure but 
weighs more than the stamped weight, 
it probably contains excess acetone, 
oil, or water. Assume the cylinder 
containes excess acetone and proceed 
to remove the excess as follows : 

(a) Place the cylinder on the charging 
rack and charge the cylinder with 
100 psig of acetylene. Do not charge 
acetylene faster than 1 cubic foot 
per minute per cylinder. 

(b) Allow the acetylene to dissolve in 
the cylinder for 3 hours. 

(c) Remove the cylinder out-of-doors at 
least 100 feet away from the plant 
in a downwind direction and lay it 



allow the contents to escape until 
there is no longer any pressure in 
the cylinder. All sources of igni- 
tion must be eliminated in the area 
during this operation. 

(d) Reweigh the cylinder. 

(e) If the weight is not down to stencil 
weight, repeat the process. 

(/) If the weight does not come down 
after three attempts, discard the 
cylinder. 

(2) If the pressure is under 10 psig and 
the cylinder is underweight, add ace- 
tone until the stamped weight is 
reached. 

(3) If the pressure is over 10 psig, the 
cylinder still should be weighed as a 
precautionary measure to determine if 
acetone is needed or should be re- 
moved. 

d. Connect the cylinder to the charging man- 
ifold and charge the cylinder to capacity. Re- 
member not to charge acetylene faster than 1 
cubic foot per minute per cylinder. To prevent 
this, the output of the compressor must be 
known. 

e. Soap leads and valves to test for leaks. 
Tighten leads if leaks are found. Soap test fus- 
ible plugs also. 

/. After 2 hours of compressor time or if the 
manifold pressure is 250 psig or more, weigh 
the cylinders to determine the amount of acety- 
lene charged. Keep checking the weight until 
the cylinders are full or 400 psig of pressure has 
been reached. 

g. At this stage stop the compressor, remove 
the cylinders, and record the weight. 



CHAPTER 5 
COMPRESSED GAS CYLINDERS 



Section I. INTRODUCTION 



125. Problem of Storage 

Gaseous products because of their physical 
properties present a problem in storage. A par- 
tial solution to large-volume storage of a par- 
ticular gas (C0 2 ) was covered previously in 
paragraphs 80 through 82. From this discus- 
sion as well as the basic theory discussed in 
previous chapters, it can readily be seen that it 
would be both unfeasible and uneconomical to 
store gases at atmospheric pressure since the 
space required to hold a reasonable amount 
would be too large. Consequently, it is neces- 
sary to compress the gases to a high pressure in 
order to contain useful volumes in a reasonable 
space. This has been done through the wide 
application of cylinders for the storage of all 
types of gases. The following information has 
been included, therefore, for the purpose of in- 
structing personnel in the safe handling, stor- 
ing, shipping, and using of cylinders containing 
compressed gases. 

126. Definitions 

a.. Compressed Gas. A compressed gas is one 
which is confined under a pressure greater than 
atmospheric pressure. The Interstate Com- 
merce Commission in its shipping regulations 
defines a compressed gas as "Any material with 
a gage pressure exceeding 25 psi at 21 C. 
(70F.), or any flammable liquid having a va- 
por pressure exceeding 40 psia at 38C. 
(100F.), March to October inclusive or ex- 
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c. Combustion. Combustion is denned as any 
chemical process accompanied by the giving off 
of light and heat. Combustible gases are those 
which burn or explode when united with anoth- 
er material. 

127. Classification of Gases 

a. The compressed gases used in industry and 
by the Army which are discussed in this manual 
can be grouped into four broad headings, as 
follows: 

(1) Flammable nonliquefied gases hy- 
drogen. 

(2) Flammable liquefied gases. 

(a) Acetylene (dissolved). 

(b) Methyl chloride. 

(c) Ammonia (when heated above 
650C. (1,200F.). 

(d) Propane. 

(e) Butane. 

(/) Miscellaneous other petroleum 
gases. 

(3) Nonflammable nonliquefied gases. 

(a) Oxygen. 

(b) Nitrogen. 

(c) Helium. 

(d) Argon. 

(e) Nitrous oxide. 

(4) Nonflammable liquefied gases. 

(a) Carbon dioxide. 

(b) Freon. 
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Some of these gases are also toxic or corrosive 
and require special precautions in shipping, 
handling, and use. 

128. Hazards of Gases 

a. General. Most compressed gases are un- 
der high pressure and must be handled cau- 
tiously. Those that are flammable and explosive 
must be handled with particular care. Com- 
pressed gas cylinders must never be allowed to 
come in contact with fire, sparks, or electrical 
circuits since this could cause an explosion. 
Because compressed gas cylinders are made of 
steel, these explosions have the same destructive 
effect as a bomb explosion. 

b. Anesthetic Gases. Anesthetic gases exert 
a druglike action when breathed because they 



death when breathed in considerable quantities. 

c. Irritant Gases. Irritant gases are not ab- 
sorbed into the blood but injure the surface 
tissue of the breathing passages. Death may 
result from continuous exposure due to the con- 
traction of the respiratory tract. 

d. Toxic Gases. Toxic gases are poisonous 
since they exert a chemical action on the body 
tissue and prevent it from absorbing oxygen 
from the blood. 

e. Harmless Gases. Harmless gases are 
harmless when breathed in small quantities, but 
death may result from suffocation when in- 
haled in large quantities because they prevent 
oxygen from reaching the lungs. A summary 
of the hazardous effects of gases along with 
other pertinent characteristics is shown in table 
VIII. 



Table VIII. Characteristics of Gasses 



Gas 


Color 


Odor 


Weight when com- 
pared to ah' 


Physical state 
aa shipped 


Physical 
effect 


Acetylene 


None 


Garliclike 


Lighter 


Dissolved 


Anesthetic 


Ammonia 


None 


Pungent 


Lighter 


Liquid 


Irritant 


Butane 


None 


Sewer gas 


Much heavier 


Liquid 


Anesthetic 


Carbon dioxide 


None 


Faint 


Much heavier 


Liquid 


None* 


Chlorine 


Greenish yellow 


Disagreeable 


Much heavier 


Liquid 


Irritant 


Helium 


None 


None 


Much lighter 


Gas 


None* 


Hydrogen 


None 


None 


Much lighter 


Gas or liquid 


None* 


Hydrogen cyanide 


None 


Peach blossom 


Lighter 


Liquid 


Toxic 


Methyl chloride 


None 


Etherlike 


Heavier 


Liquid 


Anesthetic 


Nitrogen 


None 


None 


Slightly lighter 


Gas or liquid 


None* 


Oxygen 


None 


None 


Slightly heavier 


Gas or liquid 


None* 


Propane 


None 


Sewer gas 


Heavier 


Liquid 


Anesthetic 


Sulfur dioxide 


None 


Disagreeable 


Much heavier 


Liquid 


Irritant 


Nitrous oxide 


None 


Sweet 


Much heavier 


Gas or liquid 


Anesthetic 



1 Excessive amounts cause sufTocntlon 



Section II. CYLINDERS 



I 29. Introduction 

With the exception of cylinders designed spe- 
cifically for the storage of acetylene, high-pres- 
sure compressed gas cylinders are all similar in 
construction, and are manufactured mostly of 



industrial gases, the cylinders used to store it 
will be taken as an example. Although alumi- 
num cylinders are coming into use, most oxygen 
cylinders (fig. 96) are constructed of seamless 
drawn steel, or they are spun from seamless 
t.nhfis and are available in plain carbons, 



cylinder. The cylinder is again heated and the 
open end swaged or spun down to a small bottle- 
shaped neck. The cylinder is finally heat treated 
to relieve the stresses introduced by shaping 
the steel, tested, and the neck is threaded in- 
ternally for the cylinder valve. All threads in 
cylinders of this type are right hand. Valve 
outlet threads, however, are either right or left 
hand. As a safety measure to insure that oxy- 
gen does not come in contact with oil or hydro- 
gen, a neck ring having a thread for the cylin- 
der cap is peened in the neck. Oxygen cylinders 
are made in several sizes but the size most fre- 
quently used contains 240 to 250 cubic feet of 
oxygen and is approximately 9 inches in diam- 
eter and 51 inches high, or 56 inches including 
the valve protection cap. It is normally charged 
to a pressure of 2,265 psi at 21 C. (70 F.). 
The average empty weight of a 240 to 250 
cubic-foot alloy steel cylinder is 112 pounds, 
whereas a carbon steel cylinder weighs 125 
pounds. All cylinders are carefully tested at a 
pressure above the maximum pressure to which 
it is permissible to charge them. 

b. Low-Pressure Cylinders. 

(1) An acetylene cylinder is a good ex- 
ample of a low-pressure storage vessel. 
Compressed acetylene may be stored 
in cylinders of varying capacity. It 
is rated as weighing 1 pound per 14y 2 
cubic feet under atmospheric pressure 
and normal temperatures. The most 
common storage cylinder for acetylene 
(fig. 97) measures about 36 inches 
high and 12 inches in diameter. This 
type of cylinder weighs about 180 
pounds when filled with 225 cubic feet 
of acetylene and 165 pounds empty. 
It is made of steel. Since it has to 
withstand a much lower pressure than 
the oxygen cylinder (250 psig versus 
2,265 psig) it does not have to be of 
seamless construction, and the major- 
ity have a welded seam around the 



head is used. The inside channel of 
the plug is filled with a fusible metal 
which melts at a temperature of 60 
to 75 C. (140 to 165 F.), depending 
upon the metal alloy used. 
(2) Since free acetylene must never be 
stored above 15 psig, the acetylene 
cylinders are packed with an approved 
substance having a porosity in excess 
of 83 percent. Originally, acetylene 
cylinders were filled with a porous 
material saturated with cement, but 
this resulted in a very heavy cylinder 
which was hard to handle. Later de- 
velopment led to a filler composed of 



earth, silk fiber, charcoal, and other 
substances. This porous material 
packed in the cylinder is in turn satu- 
rated with acetone. The porous ma- 
terial so saturated has the capacity of 
absorbing up to 25 times its volume of 
acetylene at normal atmospheric pres- 
sure and temperature. Raising the 
pressure or lowering the temperature 
in a cylinder under normal or abnor- 
mal conditions raises the absorptive 
capacity of the acetone in direct pro- 
portion. Under 2 atmospheres of 
pressure acetone will absorb up to 50 
times its volume of acetylene. 

(3) The normal weight of the cylinder is 
always stencilled on the shoulder, and 
indicates the weight of the cylinder 
when filled with the correct amount of 
acetone. If the cylinder weighs less 
thant the stencilled weight, it must be 
filled with acetone to bring it up to 
weight before it is charged. 

J I . Cylinder Identification 
a. Domestic. 

(1) The compressed gas cylinders used in 
the United States have two types of 
identifying designations. One of those 
is stamped into the metal of the cylin- 
der at the shoulder top or neck, or with 
a neck ring as close to the neck as pos- 
sible, in a downward sequence as 
shown in figure 98. The other is a 
color code identifying the different 
types of gases the cylinders contain. 

(2) The stamped markings which should 
normally appear on cylinders are de- 
scribed in detail in AR 700-8120-1 
which covers the safe handling, stor- 
ing, shipping, using, and disposal of 
compressed gas cylinders. 

(3) The Department of the Army has 
adopted a standard color code in ac- 



stormg, and shipping gas cylinders. 
Trained personnel, however, should 
also rely on the form, type, and size 
of valve-outlet threads, markings on 
cylinder valve, and stencilling on the 
cylinder as a positive means of cylin- 
der content identification. The colors 
of the main portion of cylinder bodies 
are selected to group the materials 
according to general characteristics. 
To aid in distinguishing between ma- 
terials in the same general group 
color, bands are used. For example, 
acetylene and hydrogen cylinders both 
belong to the flammable material 
group. Cylinders in this group are 
painted yellow. To differentiate be- 
tween the acetylene and hydrogen 
cylinder (fig. 99) a black band, ap- 
proximately 2 or 3 inches wide, is 
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Fifiure 98. Permanent stamped markings on cylinders. 

painted around the hydrogen cylinder 
at a point near the top of the cylinder. 

6. General Color Classification. The colors 
for the six general classifications are 

(1) Yellow Flammable materials. 

(2) Brown Toxic and poisonous mate- 
rials. 

(3) Blue Anesthetics and harmful ma- 
terials. 

(4) Green Oxidizing materials. 

(5) Gray Physically dangerous materi- 
als. 

(6) Red Fire protection materials. 

c. Common Gas Cylinder Color Markings. 
The more common cylinders in the gas gen- 
erating field are 
HI Oxvcmn 




Figure 90. Differentiation between acetylene and 
hydrogen cylinder markings. 

(1) Nitrogen Gray with one black band 
(oil pumped). Gray with two blacfc 
bands (water pumped). 

(2) Helium Gray with one orange band 
(oil pumped). Gray with a buff top 
(oil free) . 

(3) Freon Orange. 

(4) Ammonia Orange with brown top 
and one yellow band. 

(5) Methyl chloride Orange with yellow 
top and one brown band. 

(6) Nitrous oxide Blue. 

e. Special Gas Cylinder Color Markings. The 
special gas-cylinder color markings prescribed 
in Mil Std 101-A as well as the common gas- 
cylinder color markings described above are 
listed in table XV in appendix II, and are lo- 
nn the f.vlindftr as shown in figures 100 
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LOCATION OF COLORS ON COMMERCIAL -OWNED CYLINDERS 



LOCATION DIMENSIONS 



OVERALL 
LENGTH 


CAP AND 
SHOULDER COLOR 


CYLINDER 
COLOR 
BAND(S) 


COMMERCIAL 
IDENTIFICATION 



*ed label tag indicates a flammable gas, and the 
?reen label tag indicates a nonflammable gas. 
L.abel tags should not be removed until the cyl- 
nders are empty. The side of the label tag used 
is a shipping tag has colored corners or borders 
:o show the type of shipping service required. 
This eliminates the previous practice of mark- 
ng the cylinder or cap with a paint dot. 



and systems of color codes, care should be 
taken in charging, filling, handling, or emptying 
partially filled foreign cylinders. As an aid in 
determining the type of gas being handled, and 
in addition to the stamped lettering which may 
appear on the cylinder, the common foreign 
color markings for the major gases are listed 
in table IX. 



Table IX. Foreign Cylinder Colors 



Gas 


England 


Australia 


Japan 


Italy 


Germany 


United States 


*tceytlene 
Harbor Dioxide 


Purple 
Black 


Maroon 
Brown 


Brown 


Orange 
Yellow 


Yellow 


(See detailed table 
XV in appendix II.) 


"reon 12 




Light green 










lelittm 


Brown 


Gray 










lydrogen 
Methyl Chloride 


Red 


Signal red 
Light green 


Red 


Red 


Red 




Titrogen 
)xygen 


Gray 
Black 


Dark gray 
Black 


Purple 
Black 


Green 
White 


Green 
Blue 
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are made to have this test performed by com- 
mercial firms. A cylinder that has been in a 
fire must not be put in service again until it has 
been heat-treated and retested. Acetylene cyl- 
inders need not be heat-treated but only tested 



134. Disposition 

The approved method for disposing of su 
plus and unserviceable cylinders is covered 
AR 700-8120-1. 



Section III. CYLINDER VALVES 



135. Valve Construction 

A valve is used to confine a gas under pres- 
sure within a cylinder, or to release it under a 
controlled flow. Cylinder valves are usually 
made of forged brass, bronze, or steel, and come 
in a variety of sizes. They are designed so 
that, when opened either with hand-operated 
wheels or wrench-operated spindles, the gas 
will flow into the valve body past the outlet con- 
nection and into the pressure regulator. Fig- 
ures 103, 104, 105 and 106 show typical outside, 
cutaway and cross sectional views of different 
types of valves used on cylinders. As can be 
seen by the figures, a rubber, asbestos, leather, 
or metal diaphragm or packing prevents leak- 
age of the gas above the valve stem when the 
valve is opened. 



RADIAL HOLES TO 
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SAFETY CAP 




OUTLET-CONNECTION CAP' 



136. Valve Safety Devices 

a. General. The majority of the valv 
shown, except that in figure 106, have safe 
caps or devices which act as a pressure reli 
system to prevent the cylinder from explodii 
when exposed to conditions which create und 
pressure within the cylinder. In general, \ 
cylinder safety devices may be divided into fo 
categories, as follows : 

b. Fusible Plugs. Fusible plugs are used 
safety devices on some valves and cylindei 
Fusible plugs are required for c y 1 i n d e j 
equipped with valves which have no safety c 
vice. 

c. Spring-Loaded Safety Device. Sprir 
loaded safety devices usually function as p 
valves when the internal pressure in a cylind 
overcomes the spring tension, permitting gas 
escape. Devices of this sort are used on liqi 
fied petroleum gas valves. 

d. Safety Device with Unbacked Ruptii 
Disk. Safety device with unbacked safety di 
consists of a cap containing a rupture disk r 
backed by fusible metal. The safety device cc 
ers the safety part in the valve. Under exc< 
sive pressures ranging from 2,700 to 3,000 p 
the safety disk ruptures and allows the gas 
the cylinder to vent to the atmosphere. Tl 
type of safety device is used in carbon dioxi 
service. 

e. Safety Device with Backed Rupture Di 
Safety device with backed rupture disk is 1 
same as the safety device with unbacked ri 
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Figure 104. Cutaway views of two types of oxygen cylinder valves. 



block off escape parts. When the cylinder and 
valve are heated above the yield point of fusible 
metal and the pressure within the cylinder ap- 
proaches 2,700 to 3,000 psi, the metal begins 
to flow, the rupture disk ruptures permitting 
the gas to escape, and the pressure in the cyl- 
inder is reduced. This type of device is used 
on air, argon, helium, hydrogen, nitrogen, and 
oxygen valves. 



137. Valve Connections and Markings 

To prevent the promiscuous use of valves c 
cylinders which store different types of gase 
cylinder valves have characteristic valve-outlf 
connections as shown in table X, and are als 
stamped with the name of the gas for whic 
intended. Some valves presently in use ma 
not be marked ; these should be stamped by an 
available means at hand. 



Table X. Characteristic Valve Outlet Connections of Cylinder Valves. 



Type of vnlvo 


Outside diameter 
of thread (inches) 


Direction of thread 


Threads per inch 


Type of threads 


Oxygen 
Nitrogen (water pumped) 
Nitrogen (oil pumped) 
Acetylene 
Hydro cren 


0.903 

0.903 
0.903 
0.835 

A OOA 


Right hand 
Right hand 
Left hand 
Right hand 


U 
U 
U 
14 


External 
External 
External 
External 





1 Handwheel 

2 Asbestos packing 

3 Outlet connection 

4 Cylinder connection 

5 Wire screen 

Figure 105. Cuta/way view of an acetylene 
cylinder valve. 



1 Stem 

2 Packing gland 

3 Ring packing 

4 Packing ring 

5 Outlet cap 



6 Gasket 

7 Body 

8 Screen 

9 Packing nut 



Figure 106. Cross sectional view of key-type 
cylinder valve. 



Section IV. PRESSURE REGULATORS 



138. Functions 

Pressure regulators reduce the pressure of 
compressed gases from the stored cylinder pres- 
sure to the desired working pressure, and main- 
tain this working pressure at a constant rate 
without material fluctuation. Figure 107 shows 
a typical pressure regulator attached to an oxy- 
gen cylinder. The gages indicating the oper- 
ating and storage pressure of the gas are an 
integral part of the regulator. Regulator op- 
eration can be more readily understood if the 
operating principles of two types the single 
and the two stage regulators are discussed. 



opening the high pressure valve attached to the 
cylinder, admitting gas to the chamber (F) of 
the regulator. When the pressure in this cham- 
ber is equal to the spring pressure exerted on 
the flexible diaphragm the high pressure valve 
will automatically close as the diaphragm tends 
to straighten. During operation, the operating 
valve is opened and when the pressure in cham- 
ber (F) again falls to a predetermined point, 
the tension of the spring will again deflect the 
diaphragm to the left, reopening the valve. 
Hence, the force tending to open the valve is 




'.It' 



Figure 107. Pressure regulator attached to valve 
of oxygon cylinder. 
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working pressure can be obtained. 

b. Two Stage. If the outlet (D) in figure 
108 were connected to the inlet (H) of an- 
other regulator, which is equipped with a spring 
adjustment, a pressure reduction in two stages 
would result. In the first, the tension of the 
spring is adjusted so that the high pressure 
chamber will be a certain fixed amount. The 
gas then passes from this chamber into a second 
reducing chamber that is supplied with a screw 
adjustment. This makes it possible to obtain 
any desired pressure within the range of the 
regulator. The details of construction of an 
oxygen two stage regulator of this type are 
shown in figure 109. This type is used on single- 
cylinder or portable manifolds. 

c. Gages. In figure 107 a pressure gage of 
the Bourdon tube type is used to indicate the 
pressure. This gage works on the principle 
that an increase in internal pressure on a 
curved tube will tend to straighten it. Thus, 
in figure 110 pressure acts equally on every 
square inch of area in the tube, but since the 
surface area (A) on the outside of the curve is 




1 Adjusting screw 

2 Bonnet 

3 Spring button 

4 Spring 

5 Diaphragm plate 



9 Back cap 

10 Spring 

11 Seat assembly 

12 Nozzle (HP) 

13 Regulator 



radius the force acting on (A) will be greater 
than the force action on (B). When pressure 
is applied the tube will straighten until the dif- 
ference in force is balanced by the elastic re- 
sistance of the material composing the tube. 
Figure 110 shows the working parts of a 
Bourdon gage. The scale as shown in the figure 
can be calibrated either in pounds per square 
inch or in cubic feet of gas. To assure long 
trouble-free operation on regulators of this type 
certain operating precautions must be followed: 

(1) Cylinder valves must be opened 
slowly. 

(2) The regulator's pressure-adjusting 
screw should always be loosened when- 
ever the lines are not in use. This 
prevents a sudden rush of gas into the 
high- and low-pressure chambers 
which might result in damage to the 



over, the life of the regulator may be 
shortened if gas is continually left un- 
der pressure in the regulator. 
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Figure 110. Bourdon gage. 



Section V. SAFETV AND PROTECTIVE MEASURES 



140. Introduction 

Safety in gas generation requires a thorough 
understanding of the work being performed 
and knowledge of each step that must be taken. 
Safety means exercising good judgment, never 
trusting to luck, being prepared to cope with 
unexpected situations, and being alert in fol- 
lowing routines. Safety also means remember- 
ing the rules and applying them every moment 
on the job. Gases act according to definite laws, 
and it is necessary to govern one's actions in 
generating, storing, handling, and transporting 
the gases in accordance with these laws. Ob- 
serving the precautions listed below, which ap- 
ply to all gas cylinders, will promote safe prac- 
tice and prevent accidents. 

141. Handling Cylinders 

a. Do not drop cylinders, and do not permit 

t.hom 1"n 



c. Cylinders must be filled only by trained 
troops. One type of filling operation is shown 
in figure 111. 

d. Be careful to protect cylinders from ob- 
jects that might produce cuts or scratches on 
the surface of the metal. 

e. When a crane is used to lift or move cylin- 
ders, provide a cradle or platform similar to 
that shown in figure 112 to hold the cylinders. 
A lifting magnet or sling must not be used. 





Figure lilt,. Cradle for lifting cylinders. 

Securely fasten in position all cylinders 
le in transit, storage, or use, to prevent 
n from being jarred or knocked about. See 
res 113 and 114 for suggested methods. 

ote. The dolly in figures 113 is not normally au- 
ized at present in the Army gas generating units 
>wer echelons. 

. Carrying cylinders is a two-man job. Do 
use oily or greasy gloves when handling, 
en trucks or other assistance is not avail- 
i, move the cylinders by tilting and rolling 
m on the bottom edge. Avoid dragging or 
ing. 

.. Always close cylinder valves and replace 
ve caps, when available, before moving cyl- 
ers. 

. Never use valve caps, or valves, in lifting 
inders. Never use bars under valves or valve 
is to free cylinders frozen or stuck to the 



a. "No smoking" is a must in all cylinder 
storage or gas generating areas. 

b. Never refer to a gas as "air" or "gas." 
Call it by its proper name. 

c. Do not locate cylinder storage areas near 
highly flammable substances (oil or gasoline), 
electrical devices (live wires, third rails, or 
ground wires), damp areas, or salt or other 
corrosive chemicals or fumes. 

d. Protect cylinders against excessive rise 
and fall of temperature. 

e. Protect open-storage areas for cylinders 
from the direct rays of the sun in summer and 
accumulations of ice and snow in winter. Ex- 
treme cold makes steel brittle. Hence, use ut- 
most care in handling cylinders under these 
conditions. 




CLAMP SECURED 
TO BENCH 



CLAMP TO 
KEEP CYLINDER 
FROM FALLING 




Figure 1H. Clamping cylinder in vertical position. 

f. Keep closed storage areas well ventilated. 
This prevents accumulation of explosive or 
harmful concentrations of gas, and aids in keep- 
ing the temperature below the maximum stor- 
age temperature of 51 C. (125 F.). 

g. Segregate in storage cylinders charged 
with flammable and nonflammable gases, by 
means of a fire-resistant partition between the 
two types (fig. 115). Never store oxygen cyl- 
inders in area with acetylene cylinders. 



fi. Cylinders can either be stored upright or 
on their sides. When acetylene cylinders are 
stored on their sides they need special treat- 
ment before using. See TB ENG 39 for details. 

i. Do not store cylinders in locations where 
heavy objects may strike or fall on them. This 
could dent or cut the surface of the metal, or 
knock off the valve. 

j. Treat all cylinders as charged. Store emp- 
ty cylinders marked EMPTY or MT separately. 

k. Always keep valve caps on, when provided. 
Keep the valves on both full and empty cylin- 
ders closed when the cylinders are in storage. 
Further information will be found in TB ENG 
39. 

143. Using Cylinders 

a. Never use a compressed gas to dust off 
clothing or ventilate the area. 

b. Never locate cylinders where they can be 
damaged by passing or falling objects, or near 
stoves, radiators, furnaces, or other hot places 
where heat, slag, or hot metal might come in 
contact with them. 

c. To promote more rapid discharge and pre- 
vent the freezing of gases in cylinders in cold 
weather, place them inside a building to warm 
at ordinary room temperatures. Never use di- 
rect flame or live steam on any part of the cyl- 
inder area. 





FULL 




to open, point the valve away from the operator 
and gradually increase the force. 

e. Before connecting a pressure regulator to 
a cylinder or manifold, quickly open the valve 
one-fourth of a turn and close it immediately. 
This clears the particles of dust and dirt from 
the valve opening. This procedure is called 
cracking. 

/. Never crack an acetylene or flammable gas 
cylinder near welding work, sparks, or other 
possible source of ignition. 

g. When gas cylinders are being used, reduce 
cylinder pressure to working pressure through 
a regulator. An exception to this rule is the use 
of fire extinguishers filled with carbon dioxide. 

h. Check regulator inlet against valve outlet. 
Never force connections that do not fit. 

i. After attaching a regulator and before 
opening the cylinder valve, release the adjust- 
ing screw of the regulator. 

3. Do not permit gas to enter the regulator 
suddenly. 

k. Keep cylinder valves fully opened when in 
use. An exception to this is the acetylene valve 
which is never opened more than one and one- 
half turns. Before removing a regulator, close 
the cylinder valve and then release all gas from 
the regulator. 

I. Hoses should be in good condition and the 
connections to the hose regulators and other ap- 
pliances tight. Test connections for leaks by 
covering with a leak-test solution of soapy 
water. 

TO. Do not interchange regulators, pressure 
gages, hoses, or other appliances with similar 
equipment for other gases. 

n. Cylinders and valves should be repaired or 
altered only by trained personnel. 

o. If a leak is discovered around the valve 
stem when a valve is opened, close the valve im- 
mediately. If this does not stop the leak, move 
the cylinder outside and tag it as being defec- 
tive. Keep personnel and sources of ignition 
awav from the area. 



tible or toxic gases such as hydrogen, 
acetylene, or chlorine through pres- 
sure regulators, and control their rates 
of discharge to avoid dangerous ac- 
cumulations of these gases. 
(2) Discharge cylinders containing toxic 
or irritant gases such as chlorine or 
sulfur dioxide to the atmosphere only 
when there will be no hazard to per- 
sonnel. When draining such cylinders, 
personnel should be equipped with 
proper protective clothing, goggles, 
and breathing masks. 

r. Do not stop a leak between the cylinder 
and regulator by tightening the adjusting nut 
until the cylinder valve has first been closed and 
time allowed for the gas to escape. 

s. As soon as a cylinder is empty and dis- 
connected, close the valve and replace the outlet 
to prevent damage to the threads of the outlet 
connection. 

144. Precautions for Refrigerant Gases 

General precautions to be taken in using, 
storing, and transporting refrigerant-gas cyl- 
inders are the same as those discussed in para- 
graphs 140 to 143. However, certain special 
precautions apply only to refrigerant gases. 
They are as follows : 

a. Avoid drawing liquid refrigerant or oil 
into a cylinder when discharging the contents. 
Close the valve immediately after the cylinder 
has been emptied. 

b. As soon as a cylinder is emptied, the valve 
closed, and the cylinder disconnected from re- 
frigerating system, place the outlet-connection 
cap on the valve outlet connection to prevent 
dirt from entering and damaging the threads. 
Carefully screw the valve protection caps in 
place before the cylinder is placed in storage. 

c. Never connect a cylinder to a refrigerat- 
ing system except when the system is being 
charged or drained. 



Section VI. CYLINDER, CYLINDER VALVE, AND REGULATOR 
SERVICING AND MAINTENANCE 



146. Introduction 

Compressed gas cylinders frequently carry 
industrial gases under high and dangerous pres- 
sures. These cylinders are the links in the 
Army's worldwide chain of production, distri- 
bution, and consumption of vital and frequently 
flammable and explosive gases. It is important 
that each cylinder be fit to do its job, to carry 
the correct gas, to withstand rough handling 
and exposure, and to provide a foolproof source 
of clearly identified gas to the men who finally 
use it in their work. It is not the job of the 
consumer to see if the cylinders are properly 
marked and in good condition. This must be 
done by the men who handle and refill the 
cylinders. 

147. Cylinder Servicing and Maintenance 

a. Determination of Type of Cylinder. As 
was described in paragraphs 129 through 134, a 
cylinder may be identified by its color code, type 
of valve, Department of the Army symbol, and 
I.C.C. marking. 

b. Hydrostatic Test Date. As outlined in 
paragraph 132, I.C.C. regulations require a test 
every 5 years of all high-pressure cylinders. 
The date of test or retest should be stamped on 
the shoulder of the cylinder directly opposite 
the I.C.C. and Department of the Army symbol. 
For example, the stamping 3-54 means the last 
test was made in March 1954. 

c. Smell Test. This test should be made with 
caution, but is one way of making sure that the 
gas in the cylinder is the same as indicated by 
the identification markings. The valve is opened 
slightly, and some of the escaping gas trapped 



side or flat part of the valve. Valves should be 
appropriately stamped for specific use and ob- 
solete valves replaced. 

(1) Carefully check valves for damage. 
Check to see that they are not jammed 
in the closed or opened position. If 
the body of the valve is dented, re- 
check the cylinder for dents around 
the shoulder. 

(2) Inspect the outlet-connection thread 
for stripped or flattened threads. 
Damaged connection threads will in 
turn damage the threads of the pres- 
sure regulators. Any bend or dent in 
a valve body, no matter how small, is 
cause for replacement. 

(3) Do not loosen or remove the safety nut 
unless necessary. Inspect safety nuts 
containing fusible metal visually to 
determine if fusible metal is still in- 
tact. Inspect the threads in the nut 
and its seat in the valve for damage, 
and make repairs or replacements as 
necessary. 

e. Inspect for Grease and Oil. Do not fill cyl- 
inders with oxygen if there is any trace of 
grease or oil present. Cylinders having a large 
amount of these impurities on or in them must 
be washed or stripped in a caustic solution. 

/. Stripping Cylinders. Washing or stripping 
cylinders consists of cleaning them inside and 
out with a hot mixture of 15 percent caustic 
potash and water. If a stripping bath is avail- 
able, submerge the cylinder in it. In any case, 
the cylinder should be filled with the cleaning 
solution and then agitated by shaking or rolling, 
after cleaning, remove all traces of the caustic 



less a special drying apparatus is 
available. 

Inspection for Rust Spots. Use a rubber 
ated and caged trouble light to inspect the 
ior of each cylinder for rust. If rust is 
mt, remove it by shotting or chaining, 
ting consists of putting several pounds of 
in the cylinder and rolling it. Two wooden 
rs driven by an electric motor provide a 
iod of revolving the cylinder. If no such 
:e is available, the cylinders may be rolled 
j a level surface protected by softwood 
gers. Chaining uses short length of chain 
iad of shot. The chains are attached to a 
vhich is long enough to reach the bottom of 
cylinder. One end of this rod is machined 
; into the chuck of a portable electric hand 
, By moving this rotating rod and chain 
:e in and out of the cylinder, rusted areas 
oe worked down to bright metal. 

Inspection for Loose Neck Rings. If the 
ads of the neck ring are worn and rusted 
<?, install a new ring. Neck rings which 

not become worn and which are simply 
> on the cylinder can usually be repaired. 
t remove the valves from the cylinder in 
r to prevent their damage, and then peen 
joint which the ring makes with the cylin- 
until the ring makes a tight fit. After 
ing, screw a cap tightly on the neck ring, 
then remove it to insure that the ring is 
tly fitted to the cylinder and cannot move. 

Inspection for Dents. Inspect the outer 
ace of the cylinder, including the base, for 
;s. If a dent is found, place a straightedge 
g the cylinder and measure the distance 
i the bottom of the dent to the straightedge, 
le dent is over a half inch in depth, set the 
ider aside for disposal. 

Cuts,, Gouges or Digs. Cuts, gouges, or 

in a cylinder are deformations caused by 

act with a sharp object in such a way as to 

into or upset the metal of the cylinder, de- 



specmcauons, tne cylinder is discarded. 

(1) Isolated pitting. Isolated pits of 
small size do not effectively weaken 
the cylinder wall but indicate possible 
complete penetration and leakage. 
Since the pitting is isolated the orig- 
inal wall is essentially intact. 

(2) Line corrosion. When pits are not 
isolated but are connected or nearly 
connected to others in a narrow band 
or line, such a pattern is termed line 
corrosion. This condition is more 
serious than isolated pitting. 

(3) General corrosion. General corrosion 
is that which covers considerable sur- 
face areas of the cylinder. Such cor- 
rosion reduces the structural strength. 
It is often difficult to measure or esti- 
mate the depth of general corrosion 
because direct comparison with the 
original wall cannot be made. General 
corrosion is often accompanied by 
pitting. 

I. Inspection for Correct Color Code. If any 
cylinder is not painted the correct color code, 
do not fill it with any gas until it has been cor- 
rectly painted. The correct color codes were 
outlined briefly in paragraph 131. Mil Std 
101-A, as outlined in table XV of appendix II, 
covers the specific coloring in greater detail. A 
definite standing operating procedure for paint- 
ing cylinders should be organized in order that 
no errors are made and no precautions over- 
looked. Before painting, wire brush rust spots, 
paint blisters, and corroded spots down to 
bright metal. During the painting process, re- 
check the cylinders for dents, weld spots, and 
rust pits. Take special care to keep the cylinder 
valve free of paint. 

m. Acetylene Cylinders. Also give acetylene 
cylinders careful inspection when repainting 
them. Because acetylene cylinders do not re- 
quire the I.C.C. 5-year test, there is more dan- 



fusible plugs, and asbestos packing. The filler 
or asbestos packing in a cylinder lessens the 
chance of acetone being carried out with the 
acetylene. The filler should come to the bottom 
of the valve, but it should not interfere with the 
valve threading. Over a period of time it may 
pack down or shred out and leave a pocket in 
which dangerous quantities of pure acetylene 
could collect. It is checked by removing the 
valve and then sighting or feeling it. The 
packing and porous filler should not be loose, 
nor should there be an appreciable space be- 
tween the valve and the packing. If carbon is 
noticed on the valve body, the valve is removed 
and the interior of the cylinder is examined for 
burned filler. If the filler is burned, the cylin- 
der should be discarded. 

148. Valve Regulator 

a. Valve Removal. If any of the above cyl- 
inder defects are noted and require repair, or 
the quantity or content of the gas in the cylin- 
der is questionable, relieve the pressure in the 
cylinder and remove the valve. In removing a 
cylinder valve, use a vise and a valve removal 
wrench of the type shown in figure 116. If the 
valve is defective and is to be repaired, an emp- 
ty cylinder makes a convenient holding fixture 
when working on the valve. Valve defects can 
easily be remedied by replacing the valve or 
dismantling it and cleaning, repairing, or re- 
placing the damaged parts. The valve is then 
reassembled. 




body or the packing. If in the body they may 
be due to foreign matter in the valve seat, scor- 
ing of the valve seat, or distortion of the valve 
body. When foreign matter causes a valve leak, 
this is sometimes corrected by partially opening 
and closing the valve to blow out the foreign 
material. A scored valve seat can either be re- 
ground, or a new seat provided. A distorted 
valve part will probably have to be replaced. 

c. Packing Leaks. If a packed valve leaks 
through the stuffing box, the box requires re- 
packing or the gland nut may be loose and needs 
to be tightened. Caution must be used in this 
operation since the action may cause the stem 
to stick or require undue pressure in operating. 
If the stem does stick, the adjustment screw 
over the stuffing box should be relieved to 
slightly release the packing. The stem may al- 
so stick because it is rusty or dirty or bent or 
broken. If the stem is bent or broken or the 
valve threads are stripped or burred, the stem 
should be replaced. 

d. Valve Replacement. Use only the correct 
tools in disassembling or reassembling the 
valve, and make sure it is in the open position 
when replaced. Since the majority of valve 
manufacturers have parts peculiar to their own 
design, make sure the repair or replacement 
parts used are correct. When valves are re- 
placed in a cylinder or the threads on the valves 
are sealed, a compound of litharge and water 
can be used for sealing the threads. Valves can 
also be sealed in a cylinder by means of a lead- 
foil cap. All cylinder valves should be inspected 
regularly as a preventive maintenance measure. 

e. Acetylene Valves. Valves used in acetylene 
cylinders are equipped with screens at the valve 
inlet. If difficulty is experienced when filling 
the cylinder with acetone before recharging it, 
either the cylinder valve is blocked and should 
be renlaced or the screen is cloercred. In the 



Maintenance 

a. General. Pressure regulator equipment 
used on cylinders must be inspected at frequent 
intervals by competent personnel. Some of the 
common troubles which may occur with regu- 
lators are creep, relief-disk rupture, or leakage. 

b. Safety First. Under no circumstances 
should oil or grease be applied to a regulator. 
This equipment does not require lubrication, 
and oil or grease may violently ignite, causing 
a fire or explosion, if they come in contact with 
oxygen under pressure. 

c. Regulator Creep. Regulator creep is indi- 
cated on the working pressure gage by a pres- 
sure buildup after the system is closed. This is 
a continuous pressure increase and may be rem- 
edied by changing the valve seat or stem of the 
regulator. If the gage hand will not go back to 
the pin when the pressure is released, replace 
the gage by a new one. 



tures, install a new one immediately. 

e. Leaky Regulator. Always maintain a gas- 
tight connection between the regulator and the 
cylinder. If the cylinder valve has not been 
cracked, dirt may be left in the valve opening 
which might mar the regulator inlet nipple seat 
or prevent a gastight connection from being 
made between the regulator and the cylinder 
valve. If the connection leaks when a reason- 
able force has been used in tightening the nut, 
close the cylinder valve, remove the regulator, 
and clean both the inside of the cylinder-valve 
seat and the regulator inlet nipple seat. If ex- 
cessive force is used in tightening the connec- 
tion, the seats may be marred, or the threads 
and nuts may become so distorted that the reg- 
ulator will not fit any cylinder and cannot be 
used. Never tighten a leaky connection between 
a regulator and cylinder without first closing 
the cylinder valve and waiting awhile for the 
gas in the connection to dissipate. 
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AR 700-8120-1 

AR 701-5 

AR 701-3655 

AR 743-505 

AR 750-5 

TM 5-687 

TM 5-3655-Series 

TM 5-5040 

TM 5-5047 

TM 5-6630-200-Series 

TM 5-8120-Series 

TM 10-279 

TM 38-230 

TM 38-750 
TM 38-750-1 
TB 5-351-1 
TB 5-5047-1 
TB ENG 39 
TB ENG 362 

SB 5-111 

Mil Std 101-A 

Mil-T-7003 

TMCP-750 



Safe Handling, Storing, Shipping, Use, and Disposal of C< 

Gas Cylinders 

Logistics Responsibilities in Gas Generating Equipment 
Logistics Responsibilities, Gas Generating Equipment 
Limited Storage of Engineer Mechanical Equipment 
Organization, Policies, and Responsibilities for Maintenance 
Repair and Utilities, Fire Protection Equipment and Appliai 
(on oxygen, nitrogen, carbon dioxide, and hydrogen product] 
Generator, Gas (Acetylene), Sight Feed 
Generator, Gas (Acetylene), Marquette 
(on Hydrocarbon) 

(on Liquid Oxygen Storage Tanks and Gas Cylinders) 
Protective Clothing for Missile Fuel Handlers 
Preservation, Packaging, and Packing of Military Supplies a 

ment 

The Army Equipment Record System and Procedures 
Maintenance Management : Field Command Procedures 
Liquid Oxygen and Nitrogen 
Generator, Gas (Acetylene) 
Safe Handling of Compressed Gases 
Improved Maintenance Procedures for Hydrogen and Carbc 

Generators 

Supply of DA Approved Fire Extinguishers to Army Troop 
Color Code for Pipelines and Compressed Gas Cylinders 
Trichlorethylene Stabilized, Degreasing 
Sight Feed Generator 

Table XL Thermometer Scales 



Centigrade 


Fahrenheit 


Kelvin 
(or Absolute) 


Rankine 


Concrete scale (mostly approximate) 


-273 


-459.6 








-256 C., 


hydrogen freezes 


-260 


-418.0 


+23 


+42 


-250 C., 


hydrogen boils 


-225 


-373.0 


+48 


+87 


-214 C., 


nitrogen freezes 


-200 


-328.0 


+73 


+132 


-200 C., 


temperature of liquid air 


-190 


-310.0 


+83 


+150 


-196 C., 


nitrogen boils 


-180 


-292.0 


+93 


+168 


-183 C., 


(1 atm.) oxygen boils 


-170 


-274.0 


+103 


+186 







Centigrade 


Fahrenheit 


Kelvin 
(or Absolute) 


Rankine 


Concrete scale (mostly approximate) 


-110 


-166.0 


+163 


+294 






-100 


- 148.0 


+173 


+312 






-90 


-130.0 


+183 


+330 






-80 


-112.0 


+193 


+348 


79 C., carbon dioxide forms dry ice 




-70 


-94.0 


+203 


+366 






-60 


-76.0 


+213 


+384 


-56 C., (73 atm) melting pt. of CO, 




-60 


-58.0 


+223 


+402 






-40 


-40.0 


+232 


+420 






-30 


-22.0 


+243 


+438 


29.8 C., freon vapori2es and liquefies 




-20 


-4.0 


+253 


+456 






-10 


+14.0 


+263 


+474 









+32.0 


+273.0 


+492 


C., freezing point of water 




+10 


+50.0 


+283.0 


+510 






+20 


+68.0 


+293.0 


+528 






+30 


+86.0 


+303.0 


+546 


28.5 C., calcium chloride (CaCh + 6H-0) melts 


(sec 










719 C.) 




+40 


+104.0 


+313.0 


+564 


31 C., critical temperature of carbon dioxide 




+50 


+122.0 


+323.0 


+582 


38 C., ignition temperature of fuel oil 




+60 


+140.0 


+333.0 


+600 


51.7 C., max. storage temperature of acetylene 




+70 


+158.0 


+343.0 


+618 


56 C., boiling point of acetone 




+80 


+176.0 


+353.0 


+636 






+90 


+194.0 


+363.0 


+654 






+100 


+212.0 


+373.0 


+672 


100 C., water boils 




+200 


+392.0 


+473.0 


+852 


144" C., MEA and C0 2 separate 




+300 


+572.0 


+573.0 


+1032 


280 C., ignition temperature of regular gasoline 




+400 


+752.0 


+673.0 


+1212 






+500 


+932.0 


+773.0 


+1392 


555 C., ignition temperature of methane! 












650 C., combustible temperature of ammonia 




+700 


+1292.0 


+973.0 


+1752 


700 C., ignition temperature of acetone 




+1000 


+1832.0 


+1273.0 


+2292 


719 C., calcium chloride (CaCU) melts (see also 28 


5 C 


+1500 


+2732.0 


+1773.0 


+3192 






+2000 


+3632.0 


+2273.0 


+4092 


2000-2100 C., calcium oxide and coke are fused to 










calcium carbide and carbon monox 



APPENDIX II 
TABLES 



Table XII. Acetylene Generator Pressure Settings 



Generator pressure 
(pounds per square inch) 


Compressor output 
(cubic feet per hour) 


5 


625 

650 
675 
700 
725 
750 




6 _ _ 


7 


8 


9 


10 





Table XIII. Maximum Allowable Charge, of Acetylene for Cylinders 
Note. Values given in pounds and ounces. 



Length in inches 



Circumference 
in Inches 


7 
to 



3 
to 
11 


11 

to 
13 


13 
to 
15 


15 
to 
17 


17 
to 
19 


10 
In 
21 


ai 

to 
23 


23 
to 
26 


25 
to 
27 


27 
to 
29 


29 
to 
31 


31 
to 
83 


12V 2 to 13% 
13% to 15 


0-4 
0-5 
0-8 
0-9 
0-13 
1-0 


0-6 
0-7 
0-10 
0-12 
1-0 
1-3 
1-5 


0-7 
0-8 
0-12 
0-15 
1-3 
1-6 
1-9 
1-13 


0-9 
0-10 
0-14 
1-2 
1-7 
1-9 
1-14 
2-2 
2-7 


0-10 
0-12 
1-0 
1-4 
1-10 
1-13 
2-2 
2-7 
2 13 


0-11 
0-14 
1-2 
1-7 
1-13 
2-0 
2-6 
2-12 
3' 3 






























15 to 16%- 
16V2 to 18 


1-4 
1-10 

2-0 
2-3 
2-10 
3-1 
3 8 














1-13 
2-3 
2-6 
2-14 
3-6 
3 14 












18 to 19%. 
19% to 21% 
21% to 22% 












2-9 
3-2 
3-11 
4-4 
4-13 










3-6 

4-0 
4 9 








22% to 24% _ 




4-5 
4-15 
5-10 






24% to 26 _ 






5-4 
6-0 




26 to 27% 








So 
o 


3-10 


4-0 


4-7 


5-3 


6-7 














Circumference 
in inches 


Length in inches 


17 
to 

in 


1!) 
to 

21 


21 
to 

23 


23 
to 
25 


26 
to 
27 


27 
to 
29 


29 
to 
31 


31 
to 
33 


3S 
to 
35 


35 
to 
37 


37 
to 
89 


89 
to 

H 




27% to 29 


4 1 


4-8 
6-1 
5-10 
6-4 


5-0 

5-8 
6-3 
6-14 
7-10 


5-7 

6-1 
6-12 
7-8 
8-5 
9-1 
9-1 G 


5-14 
6-9 

7-5 
8-2 
9-0 
9-14 
10-12 


6-5 

7-2 
7-15 
8-12 
9-11 
10-10 
11-9 


6-13 
7-10 
8-8 
9-6 
10-6 
11-6 
12-7 


7 4 


7-11 

8-10 
9-10 
10-10 
11-12 
12-14 
14-1 


8-2 
9-2 
10-3 
11-4 
12-7 
13-10 
14-14 








29 to 30% 
30% to 32 1 / 4 


4-9 


8-2 
9-1 
10-0 
11-1 
12-2 
13-4 


9-10 

10-12 

11-14 
13-2 
14-6 
15-12 


11-5 
12-8 
13-13 
15-2 
16-9 


32% to 33%___ 
33% to 35%___ 
35 Vi to 37 





37 to 39M 























LenRth 


in inches 






9F. 97 


9A 1 9 


1 1 Q 1 3K 1 


97 90 d 


1 ^51 


1 ,,R 1 1 



Circumference 
in inches 




Length in inches 


29 
to 
81 


31 
to 
33 


33 
to 
35 


3B 
to 
37 


3T 
to 
39 


39 
to 
41 


41 
to 
43 


43 
to 
45 


45 
to 
47 


47 
to 
49 


49 
to 

Bl 


Bl 
to 
53 


39% to 40% _ 




















21 10 


22-9 
24-7 
26-7 
28-8 
30-11 
32-14 
35-3 
37-10 
40-1 




40% to 42%_ _ 




















23-8 
25-6 
27-6 
29-7 
31-9 
33-13 
36-1 
38-7 




42% to 44 


15-14 

17-2 


16-15 
18-4 
19-10 
21-1 


18 


19-1 


20-2 
21-11 
23-5 
25-0 
26-12 
28-9 
30-7 


21 2 


22-3 
23-15 
25-12 
27-10 
29-9 
31-9 
33-10 


23-4 
25-2 
27-0 
28-15 
31-0 
33-1 
35-4 


94 t; 


27-8 
29-11 
31-14 
43-3 
36-10 
39-2 
41-11 


44 to 45% 
45% to 47 


19-6 
20-14 
22-6 
23-15 
25-9 


20-9 
22-1 
23-11 
25-6 
27-1 
28-13 


22-13 
24-9 
26-5 
28-3 
30-1 
32-1 


26-4 
28-3 
30-4 
32-6 
34-9 
36-14 


47 to 48% 




48% to 50% 




60% to 51% 






51% to 53%~ 























Length in inches 


Circumference 
in inches 


53 
to 
65 


56 
to 
57 


57 
to 
59 




45% to 47 


33-2 








47 to 48% 


35-8 


36-13 






48% to 50% 
50% to 51% 
51% to 53% 


38-0 
40-10 
43-4 


39-6 
42-2 
44-14 


40-12 
43-10 
46-8 





Table XIV. Prefix and Suffix Designation Serial Numbers Appearing on Cylinders 

High-pressure cylinders made under Interstate Commerce Commission Specification 3A for service pressure 
1,800 pounds per square inch and higher. 



Prefix 


Approximate water capacity 


Size of cylinder 


A 


35 cu in. 


2^1(1 in. inside diam x 7% in high (approx) 


C 


85 cu in. _ 


3^/s in. inside diam x 13 in high (approx) 


D 


175 cu in. _ 


3mtj in inside diam x 16% in high (approx) 


DE 


235 cu in. 


3*%(i in inside diam x 21-Vi in high (approx) 


E 


290 cu in. 


S^iu in inside diam x 25% in high (approx) 


EE 


325 cu in. 


4'/& in. inside diam x 26 in high (approx) 


EF 


450 cu in. 


5 in inside diam x 26 in high (approx) 


F 


940 cu in. 


5 in inside diam x 51 in high (approx) 


FG 


1,350 cu in. 


6% in inside diam x 43 in high (approx) 


G 


2,360 cu in. 


8 in inside diam, x 51 in high (approx) 


H 


2,650 cu in 


8'/> in. inside diam x 51 in. high (approx) 


J 




Internal capacity 2 750 to 4,100 cu in 


JC 




For 75 Ib of carbon dioxide 


L 




Internal capacity over 4,100 cu in. 


LC 




For 100 Ib of carbon dioxide 









High-pressure cylinders mmlc under Interstate Commerce Commission specification 3E. 

Serial numbers will not be used. Cylinders will be in nil ciises not over 1.99 inches outside diameter Jind not over 12 Inches long, 
exclusive of neck. 



Acetylene cylinders made under Interstate 
Commerce Commission specification 8. Prefix 
W required in all cases. Suffix letters required 
in all cases depend on rated (arjoroximate 1 * cra.q 



Low pressure cylinders made under Inter- 
state Commerce Commission specifications 3A, 
3B, 3C, 4, 4A, 4B, and 4C for service pressure 
not, over 480 Ib ner sa in. 



icLLtJXH are useu 



NF ICC3B 240 

NJ ICC 3B 300 

NM ICC 3B 480 

OA ICC 3C 90 

OC ICC 3C 150 

OF ICC 3C 240 

ICC 3C 300 

P ICC 3D 480 

RC ICC 4A 150 

RF ICC 4A 240 

RJ ICC 4A 300 

RM ICC 4A 480 

S ICC 4 

TC ICC 4B 150 

TF ICC 4B 240 

TJ ICC 4B 300 

UA ICC 4C 90 

UC ICC 4C 150 

UF ICC 4C 240 

U.T ICC 4C 300 



capacity of cylinders. 



Water capai 

Su ffl x cylinder ( 

None Below 

A 4 to 

R 8 to 

C 12 to 

D 16 to 

E 20 to 

F 40 to 

G 60 to 

H 80 to 

K 100 to 

M 130 to 

p 160 to 

S 230 to 

U 320 to 

W 400 to 

Y BOO to 

Z 750 to 



1 
1 
2: 
3 
3! 
4: 
7 
10i 



Table XV. Military Standard 101A Color Code for Compressed, Gas Cylinders and Pipelines 



Title 


Top A 


Blind B 


Band C 


Bod 


Acetylene _. - - 


, Yellow 


Yellow 
Brown 
Buff 
Green 
Green 
Yellow 
White 
White 
Brown 
Brown 
Black 
Gray 
Gray 
White 
White 
White 
Gray 
Red 
Brown 
Brown 
Brown 
Green 
Orange 
Brown 
Yellow 


Yellow 
Black 
Buff 
Green 
Black 
Orange 
White 
Gray 
Gray 
Brown 
Black 
Buff 
Red 
Gray 
Gray 
Buff 
Gray 
Red 
Brown 
Black 
Brown 
Brown 
Orange 
Yellow 
Blue 
Chromium plal 

T* r*f 


Yello\ 
Browi 
Buff 
Black 
Black 
Orang 
Gray 
Gray 
Browi 
Brow 
Brow 
Buff 
Red 
Orang 
Red 
Buff 
Gray 
Red 
Browi 
Brow- 
Brow 
Browi 
Brow 
Browi 
Blue 
ted 

r^ i3f 


Acrolein _ _ 


Yellow 


Aerosol insecticide - - 


. - - Buff 


Air, oil pumped - 


Black 


Air, "Welter pumped _ 


Black 


Ammonia 


. _ _ Brown 


Arg*on oil pximped 


_ Gray 


Argon water pumped 


Grav 


Boroii trichloride - 


Gray 


Boron trifluoride - -- 


._ Gray 


Bromoacetone - 


Brown 


Bromochloromethane 


Buff 


Tromochloromethane (fire only) 


Red 


iromotrifluoromethane 


Orange 


tromotrifluoromethane (fire only) 


Red 


Jutadienc - - - 


._ __ Yellow 


Jarbon 'lioxide - - - 


Gray 


Carbon dioxide (fire only) 


__ Red 


Carbon monoxide 


_ _ Yellow 


ChJoroacetone _ ~ _ 


.__ __ Black 


Chlorine - 


Brown 


Chlorine trifluoride _ _ 


. _ _ Brown 


Chloropicrin _ 


. Brown 


Cyanogen - - 


_. __ Yellow 


Cyclopropane, medical - - 


. Orange 


Cyclopropane, medical _ , 


Orange 







Title 


Top A 


Band B 


Band C 


Body 


Ethane 


Yellow 


Blue 


Yellow 


Yellow 


Ethyl chloride _ _ _ 


Buff 


Blue 


Yellow 


Buff 


Ethyl nitrite 


Yellow 


Buff 


Buff 


Buff 


Ethylamine, anhydrous 


Yellow 


Blue 


Blue 


Buff 


Ethylene, industrial 


Blue 


Yellow 


Buff 


Buff 


Ethylene, medical _ 


Yellow- 


Blue 


Blue 


Blue 


Ethylene oxide 


Yellow 


Blue 


Buff 


Buff 


F 11, Trichlorofiuoromethane 


Orange 






Orange 


F 12, Diehlorodifluoromethane _ 


Orange 






Orange 


F 3 3, Chlorotrifluoromethane 


Orange 






Orange 


F 21, Dichlorofluoromethane _ _ 


Orange 


Orange 


Orange 


Orange 


F 22, Chlorodifluoromothane _ 


Orange 






Orange 


F 3 13, Trichlorotrifluoroethane 


Orange 






Orange 


F-114, Dichlorotetrafluoroethane _ _ 


Orange 


Orange 


Orange 


Orange 


7 1 124A, Ohlorotctrafluoroethane 


Orange 






Orange 


^luorinc 


Brown 


Green 


Green 


Brown 


T'umigant, Carbon dioxide-Ethylene oxide _ 


Buff 


Blue 


Buff 


Buff 


.helium, oil free or medical 


Buff 


Gray 


Grav 


Grav 


lelium, oil pumped - 


Gray 


Orange 


Grav 


Gray 


3eliurn-Oxygen 


Buff' 


White 3 


Green 


Green 


Hydrogen _ _ 


Yellow 


Black 


Yellow 


Yellow 


'iydrogen bromide _ _ _ _ 


Black 


Brown. 


Brown 


Brown 


rlydrogeii chloride, anhydrous- 


Brown 


White 


Brown 


Brown 


iydrog'en. cyanide, anhydrous 


Yellow 


Brown 


White 


Brown 


rlydrogen fluoride, anhydrous- _ _ 


Green 


Brown 


Brown 


Brown 


"lydrogen sulfide 


Brown 


Yellow 


Brown 


Brown 


Crypton, oil pumped 


Gray 


Buff 


Buff 


Gray 


Crypton, water pumped - 


Gray 


Buff 


Gray 


Gray 


flanulactured Gas (Specify) Coal, oil, water, 
producer, etc. . . 


Brown 


Yellow 


Yellow 


Yellow 


'lethanc 


Yellow 


White 


Yellow 


Yellow 


Methyl am ine 


Yellow 


Brown 


Yellow 


Buff 


Methyl bromide 


Brown 


Black 


Brown 


Brown 


Methyl bromide (fire only) 


Red 


Brown 


Red 


Red 


lethyl chloride 


Yellow 


Brown 


Orange 


Orange 


tcthyl mercaptan _ 


Brown 


Yellow 


Yellow 


Brown 


lethyl sulfide - ~ 


Yellow 


Brown 


Buff 


Brown 


lothylene chloride - - 


Gray 


Blue 


Orange 


Orange 


Natural u*as - - - 


Yellow 


Brown 


Yellow 


Yellow 


Icon, oil pumpcid 


White 


Buff 


Gray 


Gray 


7con, water pumped - 


White 


Buff 


Buff 


Gray 


Ticlcol carbonyl - 


Yellow 


White 


Yellow 


Brown 


Citric oxide _ - - 


Brown 


Buff 


Brown 


Brown 


Jitrogen dioxide - 


Brown 


Buff 


Buff 


Brown 


Jitrogon, oil pumped - 


Gray 


Black 


Gray 


Gray 


Jitrogcn, water pumped 


Gray 


Black 


Black 


Gray 


Titrosyl chloride 


Brown 


White 


White 


Brown 


Jitrous oxide _ _ 


Blue 


Blue 


Blue 


Blue 


)xygen, medical - 


. White 


Green 


Green 


Green 


)xygen aviator's _ 


Green 


White 


Green 


Green 


)xyg"en _ 


Green 


Green 


Green 


Green 






tin *j u 


n..-, 


/-< 



Title 


Top A 


Band B 


Band C 


Body 


Phenylcarbylamine chloride _ _ 


Brown 


Gray 


Gray 


Brown 


Phosgene _ _ _ _ _ 


Brown 


Orange 


Brown 


Brown 


Propylene _ 


Yellow 


Grav 


Buff 


Buff 


Sulfur dioxide _ _ _ 


Brown 


Gray 


Brown 


Brown 


Sulfur hexafluoride 


Gray 


White 


Black 


Gray 


Tetrafluoroethylene inhibited 


Buff 


White 


White 


Buff 


Trimethylamine, anhydrous _ _ _ 


Yellow 


Blue 


Orange 


Buff 


Vinyl bromide 


Buff 


Blue 


Blue 


Buff 


Vinyl chloride - 


Yellow 


Orange 


Buff 


Buff 


Vinyl methyl ether inhibited 


Yellow 


Black 


Buff 


Buff 


Xenon, oil pumped 


White 


Black 


Black 


Gray 


Xenon, water pumped _ _ 


White 


Black 


Gray 


Gray 













GLOSSARY 



This brief glossary is intended as a quick re- 
w of some of the terms used in this manual. 
ak in the index and in the chapters covering 
ated subjects for a lead to other terms not 
;ed here, or for more information than given 
e. 

solute temperature Temperature measured 
n degrees Klevino or Rankine (from abso- 
ute zero) . 

solute zero The temperature at which all 
nolecular action is believed to cease 
;-273.16C. or -459.69F.). 

sorption Assimilation; such as a gas dis- 
olved by a liquid. 

itone A colorless, odorous liquid; boiling 
ioint 56C. (133F.) ; mixing in all propor- 
ions with water, alcohol, or ether, and used 
s a solvent for many organic compounds. 

olein A colorless liquid of sharp odor, used 
3 give a warning smell to otherwise odorless 
ases. 

' oration The adhesion, in an extremely thin 
lyer, of the molecules of gases, dissolved 
ubstances, or liquids, to the surfaces of solid 
odies. Generally speaking, liquids absorb 
ases, solids adsorb gases. 

t b-ient Temperature The temperature of the 
ledium surrounding an object (usually room 
;mperature) . 

t lydrous Dry, lacking in water. 

t hyxia Unconsciousness caused by defici- 
icy of oxygen and excess of carbon dioxide 
i the blood. 



I rdon-tube gage 
p Tinvinty n 



A pressure-measuring 
r.irr.ulfiv tnbfi. fixed fit 



crease pressure and volume decreases, ex- 
pand volume and pressure decreases. 

Butane A flammable, gaseous hydrocarbon, 
used for heating and cooling purposes. It 
liquefies easily and is stored and transported 
as 'liquefied petroleum, gas." 

Cardox unit A portable unit used for the stor- 
age and transportation of liquid and solid 
carbon dioxide. 

Catalyst A substance which will accelerate the 
chemical reaction between two or more other 
substances without itself being changed. 

Caustic The term normally applied to sodium 
and potassium hydroxide; an agent that 
"burns off" dirt and impurities. 

CC Cubic centimeters, also cm 3 . 

Centigrade A temperature scale on. which, un- 
der standard conditions of pressure (14.7 
psia) , the boiling point of water is designated 
as 100 and the freezing point at 0. The 
interval between these 2 points is divided into 
100 equal parts. 

Charles' Law When the pressure is kept con- 
stant, the volume of a gas is proportional to 
its absolute temperature. When a gas is 
heated, it expands; when it is cooled, it con- 
tracts. 

Chemical characteristics The chemical prop- 
erties of a substance; for example, a piece of 
steel has physical properties such as hard- 
ness, springiness, and expansibility; its chem- 
ical properties are those such as rusting in 
air, burning in oxygen, and corroding in acid. 

Conductivity Degree to which a substance 
transmits heat, electricity, or other forms of 



uriciccu pome me poim at wmcn vapor anu 
liquid states of a substance become indistin- 
guishable. 

Critical pressure The pressure required to 
liquefy a gas at the critical temperature. 

Critical temperature The critical temperature 
of a gas is that temperature above which it 
is impossible to liquefy a gas. 

Destructive distillation The process of decom- 
posing a substance (as wood, coal, bone) in 
a closed vessel by means of heat, and col- 
lecting the volatile products given off. 

Displacement The volume or weight of a 
fluid, as water, displaced by a floating body, 
as by a ship. The weight of the displaced 
fluid is equal to that of the displacing body 
if the body floats. 

Electrolysis Chemical decomposition of a sub- 
stance by electric current. 

Fahrenheit A temperature scale on which, un- 
der standard conditions of pressure (14.7 
psia), the boiling point of water is desig- 
nated as 212 and the freezing point at 32 
above zero of the scale. 

Flue gases Gases remaining after combustion 
has taken place. 

Fractional distillation Process used to sepa- 
rate the constituents of a mixture through 
differences in their boiling points. 

Frangible Breakable. 

Freon A name applied to a group of easily 
liquefied gases used as refrigerants. 

GPM Gallons per minute. 

Henry's Law (absorption of oases) The great- 
er the pressure, the more a gas dissolves in 
a solution ; the amount so dissolved is directly 
proportional to the pressure. 

Hydrocarbon A compound containing only hy- 
drogen and carbon, as acetylene, benzene, etc. 

Hydrostatic Relating to the pressure and 
equilibrium of liquids. 



minute pai uiticB uo. 



posed are in vigorous motion. 

Latent heat The heat given up or absorbed by 
a body when a change of state takes place 
and no change of temperature is involved. 

Liquefaction Process by which a gas is lique- 
fied by an increase in pressure and reduction 
in temperature. 

Louvers A slatted grille or panel for ventila- 
tion. 

Manometer An instrument which measures 
gas pressures by balancing fluid heads. 

Methanol CH 3 OH; simplest of organic alco- 
hols. It is a combination of carbon monox- 
ide and hydrogen under high pressure and a 
copper oxide catalyst. 

Monoethanolamine (MEA) A solvent com- 
pound used to collect carbon dioxide from flue 
gases by absorption. 

Monolithic Used in connection with the filler 
materials in acetylene tanks, indicates that 
the porous stone, charcoal, asbestos, or other 
materials are the same throughout the entire 
tank. 

Nitriding The introduction of nitrogen into 
the outer surface of steel parts to give an ex- 
tremely hard, wear-resistant case. 

Perfect gas (ideal gas) A gas that conforms 
exactly to Boyle's Law and Charles' Law. No 
known gas does so. In many practical appli- 
cations, adjustments for each gas must be 
made. 

Physical characteristics See chemical charac- 
teristics. 

Pigtail (connections) A flexible-tube connec- 
tion leading from a gas cylinder to a filling 
connection on gasplant equipment. 

Propane A heavy gaseous hydrocarbon, of th 
saturated hydrocarbon series occurring nat 
urally dissolved in crude petroleum ; used foi 
heat and cooking. 



:naie intermingling ot gas ana liquid. solves sometmng else. 

flux accumulator - Tank in which dilute Sublvmation-To pass directly from a solid to 

MEA solution and raw CO 2 gas, from the re- a gaseous state ' 

ictivator condensers, are gravity separated. Sw , ge ^f-Vessel to receive excess MEA 

from the boiler when a surge occurs in the 

ica gel A compound used as an adsorbent to boiler. 

;ake up moisture. Tare Weight Weight of an empty container. 
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Absolute pressure 

Absolute temperature 19, 

Absolute zero 19, 

Absorber : 

Flue gas 

Gas 

MEA 

Absorption: 

Definition 

Henry's Law 

Production of carbon dioxide- 
Production of nitrogen and 

oxygen 

Acetone 

Acetone system 

Acetylene : 

Chemistry 

Pilling cylinders 

Handling of 

Maximum charge for cylinders 

Plant layout 

Production 

Properties 

Safety measures 98, 118, 

Storage 

Transportation 

Uses 

Acetylene generator, pressure 
setting's 

Acetylides 

Adsorbents : 

Properties of (table IV) 

Solid (table IV) 

Adsorption: 

Production of carbon dioxide- 
Production of nitrogen and 
oxygen 

Aftercooler 

Air: 

Components of (table III) 

Liquefaction 

Properties 



Paragraph 

21 

glossary 
glossary 
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9 
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696(3) 


76 


65 


72 


88, 880, 


88 


glossary 


135 


glossary 


135 


65 


72 


406 


36 


glossary 


135 


110 


101 


103 


3 


103 


3 


124 


106 


99, 120 


96, 105 


124 


106 


117, 118 


103, 104 


96, 98, 


96, 


104-112 


98 


99 


96 


119-122 


96, 104 


125 


108 


141/ 


121 


97 


96 


115c 


102 


120a 


105 


406 


36 


406 


36 



66 



70d, 106 

26 
27 
25 



73 

36 
78,99 

14 
15 
13 



Paragraph 

Atoms 1 

Berl saddles 65i 

Boiler, carbon dioxide '. 696(1 

Bourdon gage 139c, glossar; 

Boyle's Law 22, glossar; 



18: 

69< 

100, 12 
10 
lOOi 



Btu 

Burner 

Calcium carbide 

Calcium hydroxide 

Calcium oxide 

Calorie 

Carbide hopper 

Carbide process, in manufacture of 

acetylene 

Carbide-to-water process 

Carbon dioxide: 

Handling 

Production 

Properties 26c, 616, 61 

Safety and protective 

measures 

Solidifying plant 

Transportation and storage. _ 

Uses 

Carbon dioxide fire extinguisher 

Carbon dioxide system 

Carbon tetrachloride fire 

extinguisher 

Carclox unit 



111 
10' 

10: 

81 
GOi 



92-91 
74-71 
80-8- 
61< 

52e(<t; 
8! 



52c(5] 

81,82 

glossar; 

Catalyst 8, glossary 

Catalytic conversion 81 

Catalytic converter 87c, 88 

Caustic glossar; 

Caustic system in plant operation. 44a(4' 

Celsius (temperature scale) glossal'; 

Centigrade scale (table XII) 19, app. I' 

Charles' Law 23, glossar; 

Chemical changes ' 

Chemical characteristics glossar' 

Chemical equations n 

Chemical formulas 9, n 

Chemical method: 



fc T I _ ~,_,, ,.,,,-, 



, bubble plate_ 
distillation 



42d(l) 



stillation, packed 42d(2) 

filiation, plate 42d(l) 

w pressure 42e(2) 

'dified double 42e 

s, types 42rf 

s used in military plants 42e 

ition 26a(5), 126c 

inds 126 

ssed gas cylinders (see 

lers) 

ssion: 

:le 38 

deration of oxygen and 

litrogen 38 

air 38 

gases 38 

issor: 

stylene 107 

rbon dioxide 70c, 89a 

Itistage 386(2) 

:iprocating 38a(l) 

tary 38a(2) 

igle stage 386(1) 

iging design of 386 

sation 13d 

ser: 

rbon dioxide Sid, 8Sd 

$h pressure, oxygen 42e(l) 

AT pressure, oxygen 42e(2) 

tion, principle 33a 

tivity glossary 

;ion, principle 336 

3ion and storage trailer, 

n dioxide 83 

38c, 696 (2) , 

108 

32,39 

towers 906 

.g (gas or oil) glossary 

pressure 25, 32, 

37a, glossary 



tempei-ature 



system (see gas separation, 
n dioxide) 
r filling: 

itylene 

; - bon dioxide 



25, 286, 

32, 37a, 

glossary 



124 
80 



42 
41 

42 
41 
46 
42 
41 
42 

14, 108 
6 



27 

27 
27 
27 

99 

78,90 
31 

27 
29 
31 
31 

7 

88,90 
44 
46 
19 
135 
19 

86 

31, 76, 

100 

19,32 

91 

135 

13, 19, 

24, 135 

13,15, 

19, 24, 

135 



106 
84 



Cylinders Continued : 
Handling of 



High pressure 

Identification 

Inspection 

Low pressure 

Markings on 

Prefixes and suffixes, serial 
numbers (table XIV) 

Safety devices, valves 

Servicing and maintenance 134, 

Storing 

Tests 

Use 

Valves 

Dehydrator (see dryer) 

Distillation 42a, glossary 

Column 

Fractional 31a(3) , 316 (2) 

Dry ice 

Dryer, carbon dioxide 

Drying- agents 

Electrolytic method, oxygen 

production 31a(l) , glossary 

Electron 

Elements 

Endothermic reaction 

Energy : 

Definition 

Forms 

Kinetic 

Potential 

Equation, general gas 

Equations, chemical 

Evaporation (see vaporization) 
Exchanger : 

Heat 34, 70a 

MEA 886 

Multipass 346 

One-pass 34a 

Exothermic reaction 7 

Extinguishers, fire 52c 

Fahrenheit scale (table XII) 19, ap.p. II 

Feed-hopper mechanism, genera- 
tion of acetylene 115 

Feed system, production of carbon 

dioxide 86 

Filters : 

Carbon dioxide 89c 

Nitrogen and oxygen 40a 

Fire fighting: 

Acetylene 121,122 
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109, 


133, 141 


116, 120 


130a 


109 


131 


110 


147 


124 


1306 


110 


131 


111 


app. II 


130 


136 


116 


, 146-147 


116, 124 


142 


121 


132 


116 


143 


122 


135-137 


116 


glossary 


40, 135 


42d 


41 


,316(2) 


19 


756, 76 


80,81 


70rf, 89rf 


78,91 


66 


73 


glossary 


19, 135 


llo 


3 


\2a 


6 


7 


3 


14 


7 


15 


7 


14a 


7 


146 


7 


24 


11 


10 


3 
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90 
20 
20 
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59 

8,130 

101 

87 

91 
35 

106 



Paragraph Page 

Flue gas process, production of 

carbon dioxide 64, 67-73, 72, 73, 

glossary 135 

Foam fire extinguisher 62c(3) 60 

Foreign markings on gas 

cylinders (table IX) 1810 115 

Formulas, chemical 9, 10 3 

Fractional distillation of air 25,316(2), 13,19, 

glossary 135 

Fractional distillation of liquid air 37-45 24 

Freezing 136 7 

Freon 44o.(6),67c, 49,73, 

glossary 135 
Fuel system: 

Acetylene production 111 101 

Carbon dioxide production 73 78 

Fusion 13a 7 

Gag-e : 

Liquid level 58d 67 

Pressure 139c 119 

Vacuum 58c 66 

Gages 44cZ 50 

Gas: 

Absorbers 

Anesthetic 

Characteristics 

Classification 

Combustible 126e, 127a(l), 

Compressed 

Flammable 

General equation 

Hazards 

Inert (table III) 

Irritant 

Laws 

Liquefied 

Noncumbustible 127a(3), 

Nonflammable 

Perfect 

Toxic 

Gas purification and liquefaction, 

carbon dioxide 70 77 

Gas separation system, production 

of carbon dioxide 69, 88 74, 88 

General gas equation 24 11 

Generating plant, carbon dioxide 68c 74 

Generation : 

Acetylene 106,113 99,101 

Nitrogen 37, 43 24, 4G 

Oxygen 37,43 24,46 



65 


72 


1286 


109 


128 


109 


127 


108 


127a(2) 


108 


126a 


108 


1276 


108 


24 


11 


128 


109 


26f, 47d, 


14, 54, 


glossary 


135 


128c 


109 


21 


9 


1266 


108 


127a (4) 


108 


1276 


108 


glossary 


135 


128c 


109 



Paragraj 

Heat Continued : 

Of fusion 2( 

Sensible 1' 

Specific (table II) 18c, 2i 

Heat exchange - 

Heat exchanger < 

Heat flow (see heat exchange) 

Heating system, carbon dioxide ! 

Heating unit, carbon dioxide 8lb(< 

Henry's Law (see absorption) 

High pressure system: 

Liquefaction, oxygen 41a(l) , 41c(] 

Refrigeration 3! 

Hydrocarbon glossal 

Hydrogen : 

Production 606, < 

Properties 626 

Safety measures ! 

Uses 61 

Hydrostatic test date 1476, glossa] 

Inert gases (table III) 26/, 47 

glossa; 

Interchange? (see exchanger) 

Intercooler 70d, 89 

II 

Ionic compounds 1- 

Joule-Thompson effect 31 

Kelvin scale (table XII) 19, glossa; 

Kinetic energy 1- 

Kinetic theory of matter glossa; 

Labels, cylinder 1! 

Latent heat glossa; 

Lime (see calcium hydroxide) 

Linde process ! 

Liquefaction : 

Air ! 

Carbon dioxide 70, ' 

Gas glossa; 

Oxygen 

Liquefier, carbon dioxide 

Liquid air 

Liquid carbon dioxide ! 

Liquid nitrogen 2> 

Liquid oxygen containers 5! 

Liquid oxygen, handling, storage, 

transportation 61c, 

67, 

Low pressure system: 

Liquefaction, oxygen 41a(2),41c(l 

Refrigeration 3 

Low-temperature refrigeration 



70e,8 

2' 



lethanol-water process, production 

of carbon dioxide 63, 636, 63c, 

85-91 

fixtures 12c 

Tole 103 

lolccules 116 

lonoethanolamine (MEA) 63a(2),936, 

glossary 

tultipass exchanger 346 

lulti stage compressor 386(2) 

Feutrons lla(3) 

Striding glossary 

itrogen : 

Generation 37, 43 

Properties 266, 316 

Sources 266,316 



Storage 
Uses 
ucleons 



perating notes, nitrogen, oxygen. 

xides 

xygen : 

Definition 

Equipment 

Generation 

Production 

Properties 

Safety measures 

Sources 

Storage 

Transportation 

Uses 
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37,43 
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54 
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13 
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13 
66 
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iase separation 416 

hysical changes 7 

lysical sciences 4 

aysics 5 

ant layout: 

Acetylene production 117, 118 103, 104 

Carbon dioxide and hydrogen 

production 77-79 82 

Oxygen-nitrogen production 46-50 52 

ant operating system, oxygen 

and nitrogen 44 46 

ants: 

A-2 376,40c(l), 24,87, 

44a 46 

5-ton 376,406, 24,36, 

40c(2),446, 39,50, 
44c(l) 50 

20-ton 376,406, 24,36, 

40c(2),446 39,50 
ate tower 44c(2) 50 



Protons Ha 

Psia glossary 

Psig glossary 

Pumps 396 

Purification 40 

Purity test, oxygen and nitrogen 50 

Radiation, principle 33c 

Rankin scale (table XII) 19, app. II 

Raschig rings 65a, glossary 

Raw gas 91 

Reaction rate, explanation 8 

Reactivation unit 69a(l) , 696(4) 

Reactivator 88c 

Receiver 70/ 

Rectification : 

Air 42c 

Description 42 

Process 425 

Reflux 42 

Reflux accumulator glossary 

Refrigerants : 

Filling cylinders 56 

Precautions for handling of 51e 
Refrigeration : 

Low pressure 356 (2) 

Low temperature 36 



Safety devices, valve_ 
Safety measures: 
Acetylene 



Calcium carbide 

Carbon dioxide 

Carbon dioxide, liquid 

Carbon dioxide, solid 

Compressed gas cylinders 

Freon 

General 

Hydrogen 

Liquid oxygen 

Methanol 

Monoethanolamine 

Nitrogen , 

Oxygen 

Valves 

Scrubber 

Scrubbing 

Separation of gaseous mixtures 

Separator, carbon dioxide 

Silica gel 

Single-stage compressor 

Site layout: 

Acetylene plant 

Carbon dioxide and hydrogen 
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99, 118, 

119, 122 
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92-95 

946(2) 

946(3) 

140-144 

51e 

51 

94 

51c, 53 
93a 
936 
616 
51a 
136 

706, 88e 

40c, 656 

28 

896 
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386(1) 

117,118 103,104 



Solidifying plant, carbon dioxide- 
Solubility of CO 2 in MEA 
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74-76 
696(1) 
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78 
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Specific heat (table II) 18d,20c 

Spray pond 71 

Spray tower 72 

Storage : 

Carbon dioxide (see 
transportation) 

Gas cylinders 125,142 108,121 



Oxygen 

Nitrogen 

Refrigerants 

Stripping 

Subcoolers, liquid-oxygen 



54 

54 

144 

656 

42/ 



Sublimation 13, 26c(2), 

75a, glossary 
Superheater, production of carbon 

dioxide 876 

Surge drum glossary 

Temperature-pressure relationship 37ft 

Temperature scales : 

Conversion of (table XII) 19, app. II 



General information 

Thermal capacity 

Thermal decomposition, acetylene 
production 

Towers (see columns) 

Transportation : 

Carbon dioxide 

Liquid oxygen 

Oxygen 
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64 
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123 
73 
46 

6,14, 
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24 
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Transportation Continued : 

Nitrogen _ 

Refrigerants 



1 
44e 



Vacuum pump 

Valves : 

Acetylene 

Automatic 

Connections 

Construction 

Control 44e(l) 

Expansion 

Leaks in I486, 1 

Manual 44e 

Markings 

Regulator 

Relief 44e(l) 



Removal 

Replacement _ 
Safety devices 

Vaporization 

Vaporizer 



Water: 

Distribution system of meth- 
anol-water process 



General information 

In acetylene generation 

Water cooler 

Water pump tank flre extinguisher 

Water-to-carbide process 

Water tower 



1 
1 

13c, 
87, 



24,5 

52fi 
7 



Official : 

J. C. LAMBERT, 

Major General, United States Army, 

The Adjutant General. 

Distribution : 

Active Army: 
CNGB (1) 
CofEngrs (5) 
USAARTYBD (5) 
USAAEMBD (5) 
USAIB (6) 
USARADBD (5) 
USAAESWBD (5) 
USAAVNBD (5) 
USCONARC (6) 
ARADCOM (5) 
OSMajComd (10) 
USASETAF (5) 
USAECDA (2) 
MDW (1) 
Armies (6) 
Corps (3) 
Div (2) 
Engr Bde (1) 
Engr Gp (1) 
Instl (2) 

PMSSr Div Units (2) 
Svc Colleges (2) 
Br Svc Sch (2) except 

USAES (50) 
USMA (10) 
GENDEP (OS) (1) 
Engr Sec, GENDEP (OS) (2) 
Army Dep (1) 
EngrDep (OS) (2) 
Arsenals (1) 
AH (1) 
USAOSA (1) 
Div Engr (1) 



EARLE G. WHEELER, 
General, United States Army, 
Chief of Staff. 



Engr Dist (1) 

Engr Fid Maint Shops (1) 

Engr Cen (2) 

AMS (1) 

EMC (2) 

ESCO (1) 

Army Pic Cen (1) 

Fid Comd, DASA (2) 

USAREUR Engr Sup Con Agcy (2) 

USAREUR Engr Proc Cen (2) 

JUSMMAT (1) 

MAAG (1) 

USAERDL (10) 

Units org under fol TOE : 

6-5 (1) 

G-16 (1) 

6-35 (1) 

5-38 (2) 

6-48 (2) 

6-214 (2) 

6-225 (1) 

5-237 (1) 

5-262 (3) 

5-267 (2) 

5-278 (1) 

6-500 (GI.GJ) (2) 

6-100 (2) 

6-200 (1) 

6-300 (2) 

44-2 (2) 

44-12 (2) 

44-102 (2) 



NG: State AG (4) ; Units Same as Active Army except allowance is one copy to each unit. 
USAR: Same as Active Army except allowance is one copy to each unit. 
For explanation of abbreviations used, see AR 320-60. 



